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BDeILERS 


During the first 25 years of the 


life of a heating boiler the fuel cost will have 


totaled an amount equal to from 6 to 15 times the 
original cost of the boiler. 





Therefore—in determining the lifetime 


expense of heating any building—the cost of the 
fuel that is burned is far more important than the 
first cost of the boiler. 


Kewanee Steel Riveted Boilers are 


designed essentially for continued low heating 
cost due to their economy in the annual fuel and 
to the absence of those annoying expenses for 
upkeep which are equivalent to additional 
installments on a boiler’s first cost. 








KEWANEE BOILER COMPANY 


Kewanee, Illinois Branches in Most Leading Cities 
STEEL HEATING BOILERS RADIATORS WATERHEATERS TANKS AND WATER HEATING GARBAGE BURNERS 
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This is the seventy-first index of “Domestic Engineering,” an index for each quarter appearing at the end of 
that quarter. We ask our readers to note the value of this index for reference, calling special attention to the 
separate classifications of the departments of “Advertising Editorials,” and “Business Building Articles,” both of 
which contain many valuable ideas along the line of trade extension. 
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wVETiT PTYTTTTrryr. .P 36, Sept. 10 


Irrigation System for Lawns 
eee he eee FP 18, July 23 
Isometric Drawing. By R. M. Star- 


ar ae P 18, July 1 
Isometric Elevations..... P 43, Sept. 17 
J 
Japan, Progress of Heating in..... 
err Tere reer re eee eee P 18, Aug. 20 
Jersey City, N. J., Plumbing Instal- 
lation in P 40, Aug. 27 
K 
Kansas City, Kans., Plumbing In- 
MGR TIRSIO Biss osc 0.00 00% P 35, Aug. 27 
Kansas Plumbing License Laws, 
DIREEG OF eeicinewsenn de P 36, Sept. 10 
Kentucky Plumbing License Laws, 
NOEs hie aeaae ...P 36, Sept. 10 


Kerosene, Production of,.P 24, Sept. 10 


Kinzey, B. Y., Discusses Richmond 
Advertising Campaign..P 30, Sept. 17 


Kohler, Walter J., Gift of, to 


Scholarship Fund...... P 143, July 2 
Kratz, A. P., Discusses Test on Ra- 
diator Covers at A. S. H. V. E. 
DE dca nackceaeoews P 39, July 9 
L 
Laboratory Tests on Blast Heaters, 
at University of Toronto......... 
rae dite iebran eee ik sds ae NSO ere wid P 22, July 30 
Lang, Wm. J., Report on Convention 
Management.......... P 158, July 2 
Laundry Tray, Method of Installa- 
OE” Re ne ree P 44, Sept. 24 


Lawn Sprinkling Systems,P 18, July 23 
Laws, Plumbing of Various States. 
a6 wave see cccescccsregeeee 35, Sept. 10 
Lead Work Imbedded in Concrete 
(Question and Answer).P 43, Sept 3 
Legal Principles Involved in Draft- 
ing Plumbing or Heating Code... 
PPRENG OC CREEL CLE P 40, July 30 
Legal Questionnaire........... P 75, 
July 16; P 61, July 30; P 44, Aug. 13 
Legislation—How to Build a Plumb- 
ing or Heating Code...P 35, July 30 
Legislation, Plumbing, Advances in. 


Oe re ee ve er ea ee P 32, Aug. 27 
Legislation, Plumbing, in Various 

PROG icc 0d bid 3 a On Wie 4 be P 35, Sept. 10 
Letters to the Editor..... P 80, Aug. 6 
Lincoln, Nebr., Plumbing Installa- 

tion in P 35, Aug. 27 


Los Angeles Merchant Plumbers’ 
Association Water Heater Instruec- 


oo ae P 29, Aug. 13 
Louisiana Plumbing Code, Status of. 
Lee CRE ee P 36, Sept. 10 
M 
Maine Plumbing Code, Status of.... 
POON 6 6660s 000004040002 P 36, Sept. 10 
Markets, Undeveloped, for Plumbing 
mG BEGGAR < 2 ccccccsned &, July % 
Maryland Plumbing Code _ Status 
WOE aia diate Gh Gein de eden Gina P 36, Sept. 10 
Massachusetts Plumbing License 
Laws, Status of........ P 36, Sept. 10 
Master Plumbers’ Week in San An- 
EP eee ere P 26, Sept. 17 


May, E. A.—The Future of Heating 
need P 21, July 30 
Analysis of Obscure Heating 
ee P 38, Sept. 17 
Mayer, Chas. H., Suggestions of, 
Concerning Water Heater Sales.. 
STi cb ue elipie wie are Cw hue, 4.8 Wie We P 29, Aug. 13 
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Prestige for the Members........ 
POT Ie Pi ee PMR er P 26, Sept. 17 

Literature That Is Selling the Port- 
able Repair Shop Service......... 


Selling a Zone Service System 
a iota ‘ PY 29, July 16 
Selling the Heater....... P 30, Aug. 13 


Setting the Stage for Water Heater 
TT Pee TCT ee Tree P 28, Aug. 13 

What the Portable Repair Shop Is 
Accomplishing......... P 24, July 16 


Meters, Sizes of, for Gas-Steam Ra- 


diators P 23, Sept. 17 
Mexican Plumbing P 18, July 16 
Michael Reese Hospital, Weather 

Btrin Tests Obi ccccccce P 27, Sept. 24 
Michigan Plumbing License Laws, 

eer ees ee P 36, Sept. 10 
Mills, Method of Cooling Water in. 

CCE TET Tee ETE e eee P 26, Aug. 6 


Minneapolis, How Master Plumbers 


of, Handled National Convention. 
ee Te wa js P 108, July 2 
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Montana Plumbing License Laws, 
er ee P 36, Sept. 10 
Motor Repair Trucks..........++++- 


ere P 24, July 16; P 26, July 16 
Mueller, Adolph, Address of, at Con- 

vention of National Association 

of Master Plumbers....P 160, July 2 
Mukden, Three Plumbing Jobs in.. 

(pith se eaNe SSS osS eh OS P 24, July 23 
Municipal Plumbing Codes, Informa- 

tion Concerning........ P 35, Sept. 10 
Murphy, Jere L., Address of, at Con- 

vention of National Association of 


Master Plumbers......P 49, July 2 
N 
National Association of Master 


Plumbers, Annual Convention of. 


National Association of Master 
Plumbers, Annual Report of Board 
of Directors of........ P 155, July 2 

National Master 





Association of 


Plumbers, Directors and Commit- 
ee P 28, Sept. 3 
National Association of Master 
Plumbers Employs Executive 
eo ee es P 148, July 2 
National Association of Master 


Plumbers, How Local Committee 

Handles Convention of........... 

P 108, July 2 
Plumbing 


National Association of 


and Heating Secretaries, Annual 
I Wc <a & owe me P 167, July 2 
Nebraska Plumbing License Laws, 





PE: TE ka one wehewe P 36, Sept. 10 
New Jersey Plumbing License Laws, 
BEAtES OF cs cscceve oe Ff 86, Sept. 10 
New London, Conn., Plumbing In- 
stallation in......... .P 35, Aug. 27 
New Orleans, La., Plumbing Instal- 
lation in..... sseeene BO, Ame. BT 
New York Plumbing License Laws, 
PE Gls aw esi wnween ss P 36, Sept. 10 
Niles, Ohio, Plumbing Installation 
ee ee P 35, Aug. 27 
Nolan, Thomas F., Announces Ap- 


pointment of Directors and Com- 


mitteemen..... .P 28, Sept. 3 
Nolan, Thomas F., Discusses New 
Board of Directors..... P 24, Sept. 17 


Nolan, Thomas F., Elected President 
of the National Association of 
Master Plumbers....... P 46, July 2 
Nolan, Thomas F., Greetings of, to 
N. A. M. P. Members...FP 95, Aug. 6 
Nolan, Thomas F.—Message to State 
BOCTOURITOB . occ sncceces P 81, Sept. 24 
Norfolk, Va., Association's Cam- 
paign, Window Displays Used in 


oe becweee eee eee esse eee ee P 27, Sept. 17 
North Carolina Plumbing License 

Laws, Status of........ P 36, Sept. 10 
North Orange County, Calif., Mer- 


chant Plumbers’ Association, Cir- 


cular Letter of........P 29, Sept. 17 
North Side Plumbing & Heating Co., 


Motor Trucks of...... » 25, July 16 
oO 
Obituary :-— 

Bennett, George W......P 91, Sept. 17 
ae P 84, July 23 
re P 168, July 2 
Caraher, James M........ P 54, July 9 
Carlin, William J........P 67, July 30 
Crampton, Ferd L....... P 64, Aug. 20 
eR, COE Bi i sine wees P 47, Aug. 13 
ee, Ss i wate en's one P 63, July 9 
Dowd, Martin J.......... P79, July 16 
a AR ee P 84, Aug. 6 
Gerhard, Dr. William Paul......... 

Le TE ee ee P 79, July 16 
Gregg, Norris Bradford..P 91, Sept. 17 
Jamieson, George S...... P 94, Sept. 3 
Jennison, Herbert E. .P 91, Sept. 17 
Keasbey, Robert A.. .P 74, July 23 

1 


Kelly, John T.. .P 91, Sept. 
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Kingsbury, Frederick J...P 74, July 23 


McCool, Samuel A........ P 94, Sept. 3 
McMahon, Emmet H..... P 91, Sept. 17 
Major, Robert.......... P 110, Sept. 3 


...-FP 94, Sept. 3 
.-P 87, Aug. 27 


Martin, Thomas T... 
Matzner, Leo.......... 


ee ee eer P $1, Sept. 10 
Neenan, Daniel J...... ..F 47, Aug. 13 
O’Toole, William P....... P 78, July 16 
Pagel, William F........ P 94, Sept. 3 
Satterlee, Forrest E...... P 47, Aug. 13 
Schneider, Joseph........ P 81, Sept. 10 
Se ee P 84, Aug. 6 
Starbuck, Robert M...... P 92, Sept. 17 
SN i OA Knew waien cee P 74, July 23 
Butheriand, G. M......ee- P 83, Aug. 20 
pe Oe Se P 78, July 16 
Tyler, George A.......... P 81, Sept. 10 
i ae P 62, July 30 


Weinberg, Sol...........P 94, Sept. 3 


Office Buildings and Large Hotels, 
Air Filtration in....... P 19, Aug. 27 
Ohio Plumbing Code, Status of..... 
TEU TEE TEL TP Cre ee P 36, Sept. 10 
Ohio State Code—School Plumbing. 
ey ee Pee te ee Pe P 47, Sept. 24 
Oil Burner Business, Causes of Suc- 
cess and Failure in. By C. H. 
Chalmers....... erry P 24, Sept. 24 
Oil Burner Dealer, Problems of the. 
me CY Te. GREE . ceccvccrosercc 
Trerirrrer tT ert ...F 26, July 9 
Oil Burner Industry, Future of the. 
Lint ehabeetbaks bas awede P 31, Sept. 3 
Oil Burner Installations, Philadel- 
phin’s Mutes for...<.6.5 P 45, Aug. 6 
Oil Burner Oil, Future Supply of. 
By S. O, Andros........ > 22, Sept. 10 
Oil Burners Tested by Government 
Engineers ............P 23 Sept. 24 
Oil, Standardization of Fuel. By 
George M. Turner ..f 31, July 23 
Oil Storage Tanks, Elimination of 
Air When Filling (Question and 
A ee ee et P 40, July 9 
Oil, Various Kinds Used..P 26, July 9 


Plumbing License Laws, 
...P 36, Sept. 10 


Installa- 
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Status of.... 
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tion, Revised Layout for. 
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Ontario, Plumbing Methods in...... 

Te eT eer re --oF 7, Aug. 20 
Ordinance on Plumbing in Daven- 

Pt BO Recsckskehoewe P 32, Sept. 24 


Oregon Plumbing Code, Status of... 
ieee iunesa sackets ...P 36, Sept. 10 
Outings and Golf Tournaments :— 
taltimore City Association of Mas- 
ter Plumbers, Outing of...... cine 
oosk 87, Sept. 10 
Master Plumb- 
PP ss asta ee 
103, Aug. 13 
joston Heating and Piping Con- 
tractors Association, Outing of... 
vee 96, Sept. 17 
Brooklyn Heating Engineers’ Asso- 
Outing of...... P 83, July 23 
Sanitation Development 
League, Golf Tournament of.... 
seed ie winleee P 81, Aug. 20; P 76, Sept. 17 
Camden Master Plumbers’ Outing... 


ipseeesan Oey meee a8 


Binghamton, N. Y., 


ers’ Associations’ 


ciation, 
California 


Central Trades Golf Association, 
ps a ee oe rer 
ike pee P 76, July 23; P 60, Aug. 27 

Chicago North and Northwest Side 
Master Plumbers’ Pleasure Club, 
POE 64 pe sceosasene P 81, July 30 

Chicago Plumbing Contractors’ As- 
sociation, Golf Tournaments of... 
Terorerir tre ree Ses aevewev ten le 
July 23; P 72, Aug. 13; P 78, Sept. 24 

Chippewa Valley Sanitary Club, 
oo 8 eee P 98, Sept. 17 











































































Cleveland Chapter of Plumbing and 
Heating Salesmen, Golf Tourna- 
ment of .. .-F 72, Sept. 

Cleveland Heating and Piping Con- 
tractors Association Holds Outing 


Pe ee eT Te ee: P 103, Sept. 
Cleveland Progressive Association 
of East Side Master Plumbers 


ee P 104, Sept. 
Connecticut Master Plumbers’ Asso- 
ciation, Outing of......P 89, Sept. 10 


Delaware County, Pa., Master 
Plumbers’ Association Holds Out- 
Sel 0%a00000508.630 50008 P 96, Aug. 20 


Delaware Valley Trade Golf Asso- 
ciation’s Tournaments..P 64, Aug. 6 
Detroit Association of Plumbing 
and Heating Salesmen’s Outing... 
Aug. 13 
Detroit Association of Sanitary and 


Heating Contractors Holds Picnic. 


isetés onesie es jvvssanese Gey BOS. 27 
Eastern Trade Golf Association, 
Tournaments of..... sv osevbestdes 
eee P 75, July 23; P 70, Aug. 27 
Fairfield County (Conn.) Master 
Plumbers’ Association Holds Out- 
Da as te he tis c0W ee whe a P 100, Aug. 13 
Harrisburg, Pa., Master Plumbers’ 
PO icc ccosccxacerde Om Bee, 27 
Haverhill, Mass., Master Plumbers’ 


Association, Outing of.P 111, Sept. 3 
Indianapolis Master Plumbers’ Out- 


SD ctesepeeeudscndues P 103, Sept. 
Kansas City, Mo., Master Plumbers’ 
Association Holds Picnic......... 
Terre Tee Te ie P 82, Aug. 27 
Lake County (Ill.) Sanitary and 
Heating Engineers’ Association 
Holds Picnic.......... P 88, Aug. 27 
Los Angeles Merchant Plumbers’ 
PE Bubadéscesasead P 108, Sept. 
Louisville Master Plumbers’ Associ- 


ation, Outing of....... P 83, Aug. 27 
Jersey City Master Plumbers’ Asso- 

ciation Holds Outing..P 81, Sept. 24 
Maine State Association’s Outing... 
scovvecserk 106, Gopt. 3 
Maryland Master Plumbers’ Associ- 

ation’s Outing......... P 86, Sept. 24 


Massachusetts Sanitary Club, An- 
nual Outing of.........P 87, July 9 
Metropolitan Trade Golf Associa- 


tion, Tournaments of............. 
ee ee P 68, July 30; P 90, Sept. 3 
Miami Valley Trade Golf Associa- 
tion’s Tournament.....P 71, Sept. 24 
Michigan Trade Golf Association, 
Tournaments of........ P 78, July 2! 
Milwaukee, Wis., Heating and Pip- 
ing Contractors’ Picnic.P 78, Aug. 1! 
Minneapolis Retail Plumbers’ Asso- 
ciation Holds Outing..P 74, Sept. 
Montclair, N. J., and Vicinity Asso- 
ciation of Master Plumbers Holds 


a i ee peado eeu tee ees. 17 
Newark Master Plumbers’ Associa- 
tion Holds Outing..... P 109, Sept. 3 
New Bedford and Vicinity Master 
Plumbers’ Clambake...P 87, Sept. 16 
Newcastle, Pa., Master Plumbers’ 
a eer P 82, July 30 
New England Metal Products Golf 


Tournament of...... 

, : suposed yee. 27 

New Jersey Plumbing and Heating 
Trades Golf Association’s Tourna- 


Association, 


eee ees ee ee eee P 71, 
July 30; P 70, Aug. 27; P 67, Sept. 214 
New York City Master Plumbers’ 
SOURED: 4s 6.0 desk oe 64% P 83, Sept. 21 
Norfolk, Va., Master Plumbers’ As- 
sociation, Picnic of..... P 84, Aug. 2° 
North Hudson, N. J., Master Plumb- 
ers’ Association, Picnic of..... sae 
veguessscedaedsowewseese P 93, Sept. 1” 





ORE Te OI AS ERR, 





























10 


97 


ra 


.. 




















North Shore Plumbing and Heating 
Golf Association, Tournaments of. 
Séeicaseae Rebaeey cee. fay ee 

Oakland County, Mich., and Port 
Huron Master Plumbers’ Outing... 


30 


eccceccen P 97, Aug. 13; P 94, Aug. 20 
Orange, N. J., Master Plumbers’ Ptc- 
BO IG vce oebwscastenves P 94, Sept. 10 
Passaic Master Plumbers’ Associa- 
tiem; MOTIRE Of... 2255. P 84, Aug. 27 
Paterson, N. J., Master Plumbers’ 
Association Holds Outing... 
oseeeaeeuses jiiaxecteee EO ween. & 
Paterson, N. J., Master Plumbing 
and Heating Engineers’ Mutual 
Protective Association, Outing of. 
eer rrr eee ey ee P $5, Aug. 20 
Philadelphia Heating and Ventilat- 
ing Golf Association, Tourna- 
ee ee ee eae P 89, 
July 9; P 64, Aug. 6; P 78, Sept. 10 
Philadelphia Master Plumbers’ Out- 
fia cect ckavasaeawns P 85, Sept. 24 
Philadelphia Plumbsteam Club's 
GE scat natdowe paces P 172, July 2 
Vhiladelphia Suburban Master 
Plumbers’ Outing...... P 97, Aug. 13 
Pittsburgh Chapter of National As- 
sociation of Plumbing and Heat- 
irg Salesmen Holds Outing....... 
(‘TERE EUR ees meee sock’ 08, Aug. 13 
Quincey, Mass., Master Plumbers’ 
GUT cicecicccesense P 103, Sept. 3 
Red Bank, N. J., Master Plumbers’ 
OE ET re P 102, Aug. 13 
Rochester Associated Master Plumb- 
CON DIO 0 -0:0.0:0.0 6000 P 75, Aug. 13 
St. Paul, Minn., Master Plumbers’ 
PN ico ted 45 Oe P 90, Sept. 10 
San Antonio Master Plumbers’ Out- 
ee ee ree P 86, Aug. 27 
St. Louis Master Plumbers’ Associ- 
ation, Outing of........ P 94, Aug. 20 
South Bergen, N. J., Master Plumb- 
Ore OUURE. ..cccececcs P 82, Aug. 20 
South Shore, Nassau County, Mas- 
ter Plumbers’ Outing..P 100, Sept. 17 
Southwestern Trade Golf Associa- 
tion, Tournaments of.........++. 
c<dbndade P 81, July 16; P 79, Sely 23 
Syracuse Master Plumbers’ Outing. 
ceeenebenhthbesedenchee P 80, Aug. 13 
Trenton, N. J., Master Plumbers’ 
PROBES cc cccccccesdtseces P 91, Sept. 10 
Tri-Cities’ Master Plumbers, Jour- 
neymen and Salesmen Hold Out- 
ne cee ae ee eT P 89, Sept. 10 
Tri-State Golf Association’s Tour- 
nament ...... . .P 85, Aug. 6 
Utica Master Plumbers’ Outing..... 
(tteakadeeatice céass eke P 85, Sept. 10 
Washington, D. C., Master Plumb- 
ke. ee P 96, Aug. 6 
West Hudson, N. J., Master Plumb- 
ers’ Association, Outing of....... 
sans kb ed avs ehndee.sa0Ge P 82, July 30 
Western New York Golf Assocla- 
tion, Tournaments of............ 
eer. P 90, July 9; P 60, July 23 
Western Trade Golf Association, 
pe P 7, 
July 23; P 89, Aug. 20; P 79, Sept. 17 
York Master Plumbers’ Association 
Holds Outing......... P 104, Sept. 3 
Overhead, Items Comprising........ 
eee oe ee er Tt P 24, Aug. 27 
Onshaiie, Operation of...P 66, Aug. 20 
Ozone, Facts about Use of, in Ga- 
ee ee P 65, Aug. 20 
P 
Past Presidents’ Club, Roll Call of, 
at Convention of National Associ- 
ation of Master Plumbers........ 
TEN SPE Perr eS . P 162, July 2 


I ennsylvania Plumbing ‘Code, Status 


Oe givekievasei¥icexad% P 36, Sept. 10 
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Performance Curves Showing Re- 

sults of Radiator Tests.P 31, July 
Petroleum, Formation of.P 22, Sept. 
Philadelphia’s Rules for Oil Burner 

po rere P 45, Aug. 
Phoenix, Ariz., Plumbing Installa- 

re ee P 40, Aug. 
Pipe Foundry in China...P 35, Sept. 
Pipe Heaters, Tests on...P 25, July 
Pipe Sizes Discussed at Meeting of 





Bt se sin 08 06 care 0 P 22, July 16 
Plumbing Inspector Not Adequately 
DE Siders ed sactnor aoe P 82, Aug. 6 
Plumbing Inspector and What He 
PORE FOP oc cccccccccas P 52, Aug. 6 
Plambing Articles:— 
Canadian Plumbing Practice. By 
R. M. Starbuck, Jr..... P 40, Aug. 20 
Chinese Plumbing and Heating..... 
re ePu rrr en ee ee neesk” 66) GULY 20 
Drinking Water Temperature. By 
te PG acée hse kaeeeteeceen es 
7e0ed Seke P 26, Aug. 6; P 33, Sept. 17 
Health Aspects of Drinking Water 
Cee CEU at enwe ieaee6eeae~ P 37, Aug. 20 
How to Build a Plumbing or Heat- 
gs a ee ee ae P 35, July 30 
Isometric Drawing. By R. M. Star- 
DOs OU i 64:46:88 4 a 0 viens P 18, July 16 
Lawn Sprinkling System.P 18, July 23 
Nation-Wide Plumbing Conference. 
By R. M. Starbuck, Jr..P 31, Sept. 24 
Plumbing Conference By R. M 
Starbuck, Jr....-.- : P 36, Aug. 6 
Plumbing Inspectors’ Forum. By 
Rm. ME. Starbuck, Jf..... P 32, Aug. 27 
Piumbing Problem ....6.:6.+:. P 34, 
July 16; P 38, Aug. 13; P 30, Sept. 10 
Plumbing Repair Co., Motor Trucks 
 £ eee r Ter eer ere rrr ce P 25, July 16 
Plumbing Terms Defined. By Chas. 
B. Ball P 40, Sept. 3 
Pressures in Stacks in Tall Build- 
ings. By H. E. Babbitt.P 21, Sept. 24 
Schoolmaster and His Class...P 35, 
July 23; P 51, Sept. 3;.P 43, Sept. 17 
Status of the Plumbing Laws of the 
Various States. By R. M. Star- 
Es ogi e ela weed P 35, Sept. 10 
Pneumonia More Prevalent in 
Smoky Cities . waa P 64, July 9 
Pollution of Drinking Water Dan- 
gerous to Health....... P 34, Sept. 17 
Portable Repair SHOP... ..crvccscces 
A A et P 24, P 26, P 29, July 16 
Portland, Ore., Plumbing Installa- 
eee Terre ee P 40, Aug. 27 
Practical Probleme ....ccscccessess 
eeniwn res .P 48, July 30; P 55, 
Aug. 6; 51, Aug. 13; P 54, Sept. 10 
Pressures in Stacks in Tall Build- 
ings. By H. E. Babbitt.P 21, Sept. 24 
Pressure Reducing Valves and Their 
ee P 18, Sept. 24 
Problems of the Oil Burner Dealer. 
By C. H. Chalmers..... P 26, July 9 
Professorship of Plumbing, Heating 
and Ventilating at Carnegie...... 
BE a ee ee Oe p24, Aug. 13 
Publicity Given to Establishment of 
Carnegie Professorship in Plumb- 
ing, Heating and Ventilating..... 
TP ree ee eee roe ree P 24, Aug. 13 
Publicity Secured by Master Plumb- 
CEN WOE sacs cxecdersces P 26, Sept. 17 
Pump, Centrifugal Bilge..P 67, Aug. 6 
Q 
Queen Victoria, A Royal Bath Built 
CCE RSET Cee P 33, July 16 
Questions and Answers............ 
P 40, July 9; P 39, July 16; P 47, 
July 23; P 46, July 30; P 43, Aug. 
6; P 37, Aug. 13; P 47, Aug. 20; 
P 20, Aug. 27; P 43, Sept. 3; P 47, 
Sept. 10; P 49, Sept. 17; P 26, Sept. 24 


R 
Radiator Connections in Chinese 
Heating System........ P 34, Sept. 3 
Radiator Covers, Tests on.P 38, July 9 
Radiator Design. By Konrad Meier. 
TTT CCTeTT CTT OCCT TT P 28, Sept. 10 
Radiator Performance, Effect of En- 
closures on. By A. P. Kratz and 
M. K. Fahnestock...... P 29, July 9 
Radiators, Gas, Heating with...... 
Pn FPR NRT OO ST P 21, Aug. 20 
Radiators, Gas-Fired Steam........ 
Perr errr eT Ty rrr Te TT P 22, Sept. 17 
Railroads to Conduct Experiments 
on Cooling of Cars..... P 53, Aug. 20 
Range Boiler, Connections for 
(Question and Answer).P 47, July 23 
Range Boilers Connected to Kitchen 
and Laundry Stoves (Questions 
SNE ABSWOTE) ccc cccscce P 47, Aug. 20 
Ratings for Boilers Discussed at A. 
H. V. E. Meeting....P 36, July 9 
Refrigerating Machinery for Cool- 
ee P 28, Aug. 6 
Refrigerating Unit .P 28, Aug 6 
Refrigerating Unit, Use of, in Mills. 
rer re eT eC ee P73, Aug. 20 
Refrigeration, Mechanical.......... 
CS P 29, Aug. 6; P 36, Sept. 17 
Refrigerator Connections.P 36, Aug. 6 
Registration by States at National 
Convention of Master Plumbers.. 
ciddenheksieeeaene scum Bae Ga 9 
Reliable Plumbing Co., Motor 
et GG ak 0 0006650 PF 25, July 16 
Repair Shop, Portable.............. 
eee cr ee ee P 24, P 26, P 29, July 16 
Replacement Life of Various Prod- 
OE oink 5 ee a hii e ee Ree P 28, July 9 
Resolutions Committee, Report of, 
at Convention of National Associ- 
ation of Master Plumbers 
(ete seewane .P 51, July 2 
Restaurant Water Coolers.......... 
Pe ee ere eee eee P 36, Sept. 17 
Richmond, Va., Association’s Adver- 
tising Campaign....... P 30, Sept. 17 
Ridgely-Farmers State Bank Build- 
Me FOE 1B ccc csccncs P 21, Sept. 24 
titchie, Perry L., Discusses Instruc- 
tion at Dayton Part-Time School 
stadewar ‘ P 43, July 9 
Rock Island Mester Piumbers” Ad- 
vertising Campaign...P 29, Sept. 17 
Roof Ventilators, Moving Air with. 
oie aoa Psweiteawedvuxee eee ae 33 
Round Table on Heating Problems. 
VR CTRL ERS OL neice vee P 31, July 16 
Rules and Regulations Governing 
Installation of Oil Burners in 
Philadelphia ..P 45, Aug. 6 
s 
Sales Increased by Advertising 
C&S ee P 30, Sept. 17 
Salt Lake City, Utah, Plumbing In- 
SURTACION TR ki ccccuces P 43, Aug. 27 
San Antonio, Tex., Master Plumb- 
OU Weide adedcedvere P 26, Sept. 17 
San ternardino, Calif., Plumbing 
Installation in.........F 39, Aug. 37 
Sanitation :— 
Pollution of Streams, Measurement 
 SEERTEC CRT CLO Oe FP 46, July 9 
Pollution of Streams, Nine States to 
BGS UO FUOTORG ioc o ceccceccucccess 
ET ee eee rere ee P 85, July 9 
Sewage Disposal for the Home or 
Small Community. By Ivan D. 
Oe 05s 6 Ka we eee P 25, Aug. 20 
Santa Ana, Calif., Plumbing Instal- 
TOGGOE Tih ie sieves ven P 35, Aug. 27 
Schiel, Edward E., Motor Trucks of. 
sdnekeecieaeegeedeewds P 26, July 16 


































































E., Appointed Sec- 
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For Vogel's Profit Announcement 


See pages 96 and 97 in this issue for a mighty 
interesting story of how to make new profits 


and customers with VYQGEL products. 


With YQGEL Frost Proof Hydrants and 
Closets, you can rise to the top of the finan- 
cial heap and stay there. 


Read how in the double page VYQGEL adver- 
tisement. ‘Turn to those pages now. 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Leading Articles in This Issue 

Complete Report of the Forty-Fifth Annual Con- 
vention of the National Association of Mas- 
ter Plumbers, Beginning on Page 44. 

Report Includes— 

Full Account of the Proceedings of the Na- 
tional Convention in Minneapolis. 

Complete Illustrated Description of Exhibits 
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Companies. 

Report of the Annual Meeting of the Women’s 
Auxiliary to the National Association. 

Photographs of Most of the Delegates and Vis- 
itors, 

Special Departments 

Between Ourselves. Page 41. 

Editorials. Page 43. 

Markets—Business Conditions in Leading Job- 


bing Centers. Page 93. 
This Week—Among Manufacturers, Wholesal- 
ers and Their Salesmen. Page 169 


The Trade With Master Plumbers and Heating 
Contractors. Page 177 


Plumbing and Heating Patents. Page 195. 
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OUNG America may not 
know the cause, but he 
fully appreciates, never-the-less, 
the delightful effect of a tingling, 
sparkling shower of pure water. 


The shower bath is sanitary 
and always can be relied upon 
as a most simple and effective 
means of securing hot weather 
comfort and improving health. 


The trade find both pleasure 
and profit in selling Wolverine 
Showers inasmuch as the cust- 
omer is always satisfied. 


We can ship promptly. 


We Sell the Retail Plumb- 
ing Trade Exclusively. 



































WOLVERINE BRass Works 








GRAND RAPIDS MICHIGAN 
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Flush Valves 


ASSURE THE EXACT LENGTH OF FLUSH 
FOR EVERY MAKE OF CLOSET BOWL 


WATROUS 
FLUSH 


VALVE 


EGARDLESS of the make of closet bowl 

used, the Watrous flush valve delivers 

the exact amount of water required by that 
bow] for a thorough flush—and no more. 


It is the only design that makes proper pro- 
vision for adapting the quantity of water con- 
sumed to the needs of the bowl. 


The result is maximum flushing efficiency and 
economy in water consumption. 


A Simple Turn of a Screw 
A simple turn of ascrew (A) adjusts the valve 
to the needs of the bowl. It isnot necessary to 
turn off the water, or remove any of the work- 
ingpartsofthevalve 
to make this adjust- 
ment. The adjust- 
ment, once made, 
remainspermanent. 


Self 


Cleansing 
Mechanism 
Every time the 
valve is flushed, the 
plunger (B) is raised 
off its seat (C), 
leaving an opening through which grains of 


sand, etc., can be washed out of the port. No 
type of flush valve, without this safeguard, is 
immune from obstruction. 


B | CHILD CAN 


= 








No Regulation Required 


control chamber, the Watrous valve functions 
reliably under low pressure conditions where 
other valves often fail. 


The feature just described—control of the 
quantity of water supplied to the closet bowl— 
should not be confused with regulation to con- 
form with varying degrees of water pressure. 
The Watrous valve requires no regulation— 


from highest pressure down to as low as 5 lbs. 


Having a 25% larger diaphragm-area in the 


It has a larger water-way per second of open- 
ing, and therefore delivers to the closet bowl 
a sudden, extra-large volume of water which 
assures prompt flushing action. 


Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


W. E. Blair, Jr., c/o Coronado Hotel, St. Louis, Mo. 
Thos. J. O’Brien, 1812 Exchange Bidg., Memphis, Tenn. 
Dillard Eng. Co., Construction Industries Bidg., Dallas, Tex. 
T.A.S. Hall, 318 So. 5th St., Louisville, Ky. 


BRANCH SALES OFFICES 


CHICAGO 
R, J. Shank, 920 Grand Ave., Des Moines, Iowa 
Rex W. Williams, 402 Scott Bldg., Salt Lake City, Utah 
Wm. P. Horn Co., 237 Rialto Bidg , San Francisco, Cal. 
L. C. Coombs, 1815 Rodney Drive, Los Angeles, Cal. 


Wm. P. Horn Co., L. C. Smith Bidg., Seattle, Wash. 
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THE RICHMOND RADIATOR COMPANY 
Announces the acquisition of the 











“Jhe Automatic ‘Jurnaceman’” 


WV... the use of gas as fuel constantly on the increase, Rich. 


mond takes over the manufacturing and distributing of Heatomat é [ * 
—the most practical, most efficient and most economical of gas a. : 


boilers. The Heatomat will be sold through the plumbing and 
heating supply trade, 





EE 








fe Baie con 


: Over 600 Heatomats in a single city are giving perfect, never 
failing service. Their cost of operation is comparable with the 
cost of coal or oil used as fuel. 





In nearly 200 cities local gas companies have established special 
low rates for gas used for heating. 


Installing Contractor Protected 


The Richmond sales policy guarantees a margin of profit to the 
installing contractor even though sales may be made by Whole- 


saler or Gas Company. 


Exclusive Advantages of Heating with Gas 








The Heatomat’s fuel is always on hand—and its cost remains a) 
almost standard. No strikes and shortages stem its steady flow. 











Shoveling, noise, fumes and odors are dispensed with. And no Outstanding Features 
i ashes to dispose of—no messiness whatever. Nothing to get . OF THE 
j out of order, nothing to adjust. The patented thermostatic w MOND 
regulator maintains automatic control. eater 
The Heatomat is made for water, steam or vapor heating at our HEATOMAT 
Uniontown, Pa., factory and stocked in all our warehouses. Sizes ae. 
for every purpose—homes, hotels, industrial plants, etc. Lead- with Flue Gas Heat. iat 
. ate oolec é absorbing Cé 
ing heating engineers, contractors, and architects recommend . from the Burner. iin 
‘ s ‘ ‘ ‘ secondary Air take } ated with 
its installation. Catalog containing all mechanical details mailed oo | ~Tgeameaateaaama 
free. Send the coupon now. wtees, 5 cam mission Scientifically 
ms 
Rscumonp Rantaron Co., Inc. | 





RICHMOND RADIATOR COMPANY 


INCORPORATED 


Gas Fired Boiler Division, 
2220 Chestnut St., Philadelphia, Pa. 





Please send_details of the Richmond Heatomat 


GAS BOILER DIVISION Gas Boiler. 
2220 Chestnut St., Philadelphia, Pa. 


Executive Offices: 
1480 Broadway, New York, N. Y. pe 
Heatomat Factory, Uniontown, Pa. | 


Branch Offices: 


Chicago, 568 Wrigley Building Cleveland, Cedar Ave. and Ashland Road . D. E. 7-2 ( 
Boston, 460 Park Square Bldg. Harrisburg, Pa., 116 South Second St. 





Name........ 
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and pays for itself with 
4 of the extra profits it 
makes you the first year 


By getting your threading, cutting, and 
reaming done three times faster— 


The WILLIE WILLIAMS saves you enough 
labor to pay back its whole cost in less than 
4 months, if you keep it reasonably busy. 


Your hundred dollar “down payment” 
comes back to you in the first twenty days 
that you use the WILLIE WILLIAMS. And in 


the first year it shows you a clear profit of 
$1000. 


Where else can you invest $100 to show you 
such a return? You hear about wonderful 
profits made by the investors in the biggest 
automobile companies —here’s a_ regular 
*“‘Bonanza” for every plumber and steam- 
fitter who expects to do business, and wants 


to make money. And it’s a sure thing — not 
a speculation but a proved investment. 


WILLIE 


PORTABLE POWER 


dg Wiliams 


Buy your threading machine the sensible 


way—$100 down and the balance in 12 
monthly payments. Let it pay for itself out 
of the money that it pays you. 


And while you’re at it, buy @ real machine 


"tool that is going to keep on doing accurate 


work year after year, making tight joints 


that your 

men don’t 

have to go WILLIAMS ae a 

back to fix 

up. ; Here’s your ‘‘three times quicker” iain, * 

I want to cut my pipe threading costs. 

Mail the ! Please tell me about your 12- payment plan. 

coupon for ee na 

the facts— | ... 

PPrrverrrrererrrrerererrert xvii 

or ask your 

: io acac vas venk tees  occe Naot ! 

jobber. ee ae 4 





PIPE MACHINE 
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TRIMO 


“Hey, Trimo, what’s become of those 
other wrenches that once were used 
around here? I guess the gaff of ser- 
vice was too hard for them, for new 
recruits kept coming in all the time. 
@ You fellows stick on the job with a 
S grip as tight as ever. What's the 
answer, old timer?” 


“Quality, my boy, quality. The best 
steel, and then some. Design that 
takes the strain and calls for more. 
That’s what is needed away out here 
at the end of the trail where wrenches 
must be kept on hand rather than 
purchased around the corner. We'd 


put the life insurance companies out 
of business if they depended on us for 
policies, for that’s the one thing we 
don’t need. Once a Trimo, always a 
Trimo.” 





“That’s talking, Trimo! And we're the 
fellows who know you're right. You’ve 
got the ‘feel’ of a good wrench about 


UZAY 
LZ you, a grip that gives no quarter and 
a constitution that laughs off wear. 


You can always trust a Trimo—but get 
tb /; what you ask for. Play safe.” 
7 


TRIMONT MANUFACTURING COMPANY 
ROXBURY (BOSTON), MASS. 







MEMO: 


When a man asks 
for a pipe wrench, 
he means a 


TRIMO 





For Sale at Hardware, Plumbing 
and Mill Supply Stores 

















» TRIMO 
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Gold was still sought in the 
Eldorados of the West when 


the First Page Boiler was 
built in 1856 - - *- + © 


The first Cast Iron Boiler was in the process of 
making by Wm. H. Page when the famous gold rush 


of 1849 broke upon the country. 


The average output of the valuable yellow metal for 
1856 (the year the first Page Boiler appeared) was in 
excess of fifty million dollars. 























From 1859, however, a steady decline in gold produc- 


P. age Boilers tion was experienced. Meantime, the demand for 
burn any Page Boilers was increasing. Their sales mounted to 
coal, oil or gas the peak mark in 1926. 


1927 is leading the 1926 record by a big margin and 
with good reason—“‘Che Distinguished Serbice Line” 
is rendering that kind of service everywhere that 


always results in greater sales. 


THE WM. H. PAGE BOILER COMPANY 


Makers of a Complete Line of Round and Square Steam and Water Boilers 


General Offices: 200 Madison Avenue, New York. 
Branch Offices and Warehouses: Boston, 123 Beverly Street; Cleveland, Rose Building; Brooklyn, Bush Terminal 


Factory: Meadville, Pennsylvania 
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HOTSTREAM KEROSENE HEATERS 


Solve the Hot Water Problem in Suburban and Country Homes 


Combined with unsurpassed efficiency is unequalled simplicity of construction and operation. 

The Quadruple Coils of Copper are connected to brass manifolds with union connectors. The burner is the 
celebrated Kerogas, wick type, burning with a noiseless and sootless blue flame. Hot water is produced on the first 
circulation. 

Made in 3 types—20 K. W. as illustrated—20 G. K. with larger and more powerful burner, and Twin K. W. double 
the capacity of 20 K. W. 

Hotstream Heaters will enable you to get more than your share of the Kerosene Heater business. 


THE HOTSTREAM HEATER COMPANY 


‘(Makers of Heaters That Heat’’ 
CLEVELAND, OHIO 


/ BRANCH OFFICES: 
627 Washington Blvd. 892 Drexel Bidg. 269 W. Richmond St. Rialto Bidg., 509 Wilcox Bidg¢., 1715 California St., 

Chicago, Ill. Philadelphia, Pa. Toronto, Ont., Canada San Francisco, Calif. Los Angeles, Calif. Denver, Colo. 

1045 Wayburn Ave., 210 E. 45th St., 711 Dekum Bidg., 238 Main St., 426 Trust Bidg., 

Detroit, Mich. New York City Portland, Ore. Cambridge, Mass. El Paso, Texas 


Manufacturers of a Full Line of Gas and Kerosene Heaters —Standard, High Grade Products Built to Give Lasting Satisfaction 

















When You 
Think of Gibraltar, 
Think of “Riverside”! 


In designing the “Riverside” 
Copper Boiler, we had “Strength 
and Safety” in mind. The “River- 
side” is strong where other boilers 
are weak, namely, in the bottom, 


and by putting in a reinforced 


bottom we have also made the 
“Riverside” Safe. 


To back up our belief that 
Strength and Safety are built into 


the “Riverside” we enclose with 
each crate a “20-Year Guarantee 
Certificate”” to the House-Owner. 







































Your jobber will be glad to give 


you prices and any information 
you desire. 


See him today! 
eee RIVERSIDE BOILER WORKS, Inc. 


CAMBRIDGE, MASS. 
New York Office: 210 East 45th St., John G._Kelley 


| — 
pee 








“RIVERSIDE” COPPER BOILERS 
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A Letter from Harry G. Nye fY 


Nye Drop Forged 


Pipe Cutters 


No. 1-A %to1%’..... $2.25 net 
No. 2A % to 2’....... 3.00 net 
No. 8A 11087.....66. 5.00 net 


SS ae 


Nye Saunders Pipe 


Cutters 
NO, Deccccccceccccece $ 1.80 net 
SR Ts ctievansencnceas 2.70 net 
WO B uwcccssconsseces 6.60 net 
PR Ma ncinvecetntenas 10.80 net 
rT ree ee 16.80 net 





a ee 


Nye Four-Way Solid 
Die Stock 


Complete with %, %, % 


and 1-inch Dies. 
WHO POR nc ck ces os $12.25 





Nye Three-Way 
Armstrong Pattern 
Die Stock 


Complete with 4, % and 
l-inch Dies. 


Net Price. ...........$12.34 





Nye Self-Locking Vise 


No. 00 36 to @’......... $2.82 net 
No. 10 % to 24”...... 3.34 net 
No. 20 K to 34’...... 5.00 net 


No. 30 % to 4%’...... 7.33 net 


July 2, 1927 


To the Plumbers and Steamfitters of the 
ue. S&S. A: 





Friends: 


Everybody ought to take a vacation. You may not need it now, 
but you will by the time you get ready for it. Mrs. Nye was 
feeling fine until some one said "vacation", but, by the time 
she gets the packing done, she is going to be in shape for it. 
If she didn't have nervous prostration before, she will soon. 


Of course, we won't be able to go very far or stay very long, 
and I don't mean only money: A man who has a plumbing shop or 
a tool factory has to be where he can slip into town once in 
awhile and see if it is still there. A man who hasn't any 
business cares soon won't have any business. So I'll be right 
on the job, vacation or not. 


But everybody ought to take a vacation, and some people, 
especially. I wish the saxophone players would all go away 
somewhere for a few months. I wish they would go up in the 
howling wilderness, and quit doing their howling around here. 
We ought to put a saxophone player on a desert island, and 
then sink his boat. 


And I wish the fellow who cuts in and out of traffic would go 


away somewhere. It is getting so that the ordinary man can 
get more mileage out of ten gallons of gas than he can out of 
a set of fenders. And the soprano who sings over the radio: 
I'd be glad to pay her expenses almost anywhere where there 
are no broadcasting stations. 


And then there is the fellow who is bound to land that plumb— 
ing job, even if he loses money on it. And the traveling 
salesman who knocks his competitor's goods. And the guy who 
tears down a residence street at 2 a.m. with his cutout open. 
And the chap who slips into a parking space when he sees you 
getting ready to back into it. 


If all these folks would go away somewhere, we wouldn't need 
to go away anywhere ourselves. We would stay right in town 
and enjoy the summer. But they probably won't. But there is 
another way to avoid a lot of annoyance, and not mind the 
heat: Use Nye Tools. It is the next pleasantest thing to 
taking a vacation. 


Yours for easier plumbing, 


frag. J My. 


Copyright 1927 by Harry G. Nye. 
All rights reserved. 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 Fullerton Avenue Chicago, Illinois 
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Why Work for Hours When 
Minutes Will Do? 


Taking a chance with unions that 
do not make up quickly is taking 
a chance with your profit. 


EXCEL Unions never balk nor is 


it ever necessary to spend hours k 
replacing one that refused to 
take hold. | 


EXCELS go on at the first turn 
of the wrench and once there, 
they ‘‘stay put’’ for the life of 


the job. 


Keep ahead by using EXCEL 
Unions all the time. 


Listed as Standard by the 
Underwriters’ Laboratories. 


PROVIDENCE FITTINGS COMPANY 


Mention Domestic ENGINEERING when writing advertisers. 
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And a Complete 
Line of Specials 
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7 Water Street, Boston, Mass. :: New York Office: 210 E. 45th St. 


Mention Domestic ENGINEERING when writing advertisers. 








DOMESTIC ENGINEERING 





July 2, 1927 












































































wraarom tt CRANE VALVES gr 


‘Not too big to be friendly 


Recently a plumbing contractor in- 


vented an ingenious device, which 
he was convinced would be 
welcomed if properly called to 
the attention of architects and 
builders. He consulted a friend, 
a Crane man. As a result, Crane 
advertising experts helped him 
present his idea in the best manner 
possible. 


Similar instances of the Crane 


spirit of helpfulness, in or out of 
the regular order of business, might 
be multiplied endlessly. Simply 
because they like to be friendly, 
Crane branch managers, engineers, 


salesmen, advertising men, factory 
men, gladly perform innumerable 
little extra services for contractors 
large or small. 


Also, as a settled Crane policy, the 


great Crane organization 1s con- 
stantly working in larger ways 


in the interest of the contractor. 


All Crane national advertising has 
as its object the extension and im- 
provement of the contractor’s mar- 
ket. Crane Exhibit Rooms are show 
rooms to be utilized by the con- 
tractor in displaying goods to his 
clients. Sales are never made and 
all prospective buyers are referred 
to their contractors. Crane Trav- 
eling Exhibit Cars are means of car- 
rying the new plumbing standard 


to smaller towns, villages, and farm 
homes throughout the land. 


Just as the contractor knows that 
he can grow only when his clients 
are prosperous, so Crane realizes 
that it can grow only as the con- 


tractor prospers. Crane policies 
therefore always have been and 


always will be founded upon the 


fullest, friendliest co-operation with 
the individual contractor. 


CRAN 


Address all inquiries to Crane Co., Chicago 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Sixty-two Cities 
National Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco, and Montreal 
Works: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton, Montreal, and St. Johns, Que. 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, MEXICO CITY, HAVANA 


CRANE LIMITED: CRANE BUILDING, 1170 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Lrv., LONDON 


C!E CRANE: PARIS, BRUSSELS 
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SIX TUBE 38’-32’-26’-20" HEIGHTS 


LANDON RADIATORS have excellent appearance. They are 


built strong, with right and left thread nipples and have ample 


passages inside. They save space, for their efficiency is excep- 
tional due to their construction. They have entirely smooth 
surfaces, with no place for dust lodgement. 


LANDON INVISIBLE SHIELD is an exclusive feature built 
right in the radiator. It throws the warmed air outward and 
into the room and away from the walls and hangings. It in- 
creasés, the heating efficiency considerably. It is supplied at 
slight additional cost. 
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WRITE FOR THE-CATALOGUE. LANDON RADIATOR CO. 
Nort onawanda, N. I. 
Landon Radiator Company, Inc. | “™ 
North Tonawanda, N. Y. — 
Lo ET eee 
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We manufacture 
a com line 


Cast Iron Drain- 
age Fittings, Black 
Coated a 
vanized. 

















PECO 
C. I. Steam 


and Drainage Fittings 


are carried by all leading jobbers in your com- 
munity. They are standard in dimensions, in 
weight and in design—each fitting being rigidly 
inspected before leaving our plant. 


Specify PECO C. I. Fittings 
next time from your jobber 
and be sure of perfect 
fittings! 







We mansfaceure 
a full line of Cast 
Se Screwed and 

nged Fittings, 
Flanges & Flange 
Unions. 










‘ 





PITTSBURGH ENGINEERING COMPANY 
Main Office and Works: JEANNETTE, PA. 


NEW YORK BALTIMORE ST. LOUIS DETROIT 
PHILADELPHIA CLEVELAND TOLEDO CHICAGO 
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FREE--With order for One Brunswick 


White Seat at Special Showroom Price $6.75 





























\ Send Coupon—seat will be billed 
\ through your wholesaler 














No other white seat has this 


amazing interior construction 





ERE is a beautiful five-color 
Window Display to an- 
nounce to your customers that 
you can supply the most modern 
and up-to-date white toilet seat 
on the market today. 


Brunswick's White Closet Seat is a 
definite step forward in the con- 
ception and manufacture of a seat 
of this type. It is decidedly 
superior in construction, finish 

and general appearance. 


The beautiful Brunsoid white 
surface of this new seat 
is also a remarkable in- 
vention. Sanitary as a 
piece of china, it will not 
crack, chip, craze or 
change color. We guar- 
antee the Brunswick 





FILL IN AND MAIL THE COUPON TODAY 


‘ticki naeeeiee 


through my wholesaler send me t 
Brunswick White Seat No. 624-71 at special 
price $6.75. 


MERE icccccrctairedccvecerrcvcerecceeee 


Rccsss0 eset 


White Seat for five years. 


There is a definite market for 
Brunswick White Closet Seats 
in every city, town, village and 
hamlet in the country. 


This message, carrying the need 
and health-guarding features of 
the Brunswick White Closet Seat 
is now being broadcast in maga- 
zines and by mail to practically 
every household in the land. 


This campaign will be continued 
throughout 1927. 


Dept. 119, Seat Division | 
The Brunswick-Balke-Collender Co, | 
623 So. Wabash Ave., Chicago. \ 
1 
' 
i 
1 


Please send your free Window Dieplay and also 
e 


sample 


iy winclenalas’@ MAME 16.0006 ccc ccccccccccccce | 
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The die castings and other parts 
of Capitol products are made in the 
above illustrated plant of Michigan 
Smelting and Refining Company, 
Detroit, Michigan, who now ope- 
rate the Capitol Brass Works. This 
plant covers over 200,000 square 


feet of floor space and was estab- 
lished in 1900. 
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CAPITOL BRASS WORKS 


oa ae 
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Wholesalers: 
Capitol Products are high 
The plant of the Capitol Brass Works shown quality products at a price 
above, established in 1898, has 74,800 square that will bring in real 
feet of floor space devoted to the manufacture orders from the plumbing 
of Capitol products. and heating trades. Write 


or wire for details. 
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INCE 1898 Capitol brass valves, boiler trim- 
mings, and plumber’s brass goods have given 
consistent satisfactory service to the plumbing 
and heating trades. 


These years of experience, fortified with most modern 
manufacturing facilities, make Capitol products a line 
that every heating and plumbing contractor can: rely 
upon to give customer satisfaction and to create added 
demand for his services. 


The orange Capitol label assures you that you receive 
carefully inspected and tested materials that are guaran- 
teed against defective materials or workmanship—that 
= receive the true Capitol quality of construction and 

esign. 


Throughout its existence, this organization has always 
endeavored and succeeded in manufacturing high quality 
products that give consistent satisfactory service. 


Write for catalog showing complete Capitol line. 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


=—=DETROIT, MICH 





= These Plants 
Stand Back of Capitol Products 
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O-E Improved Air Exhauster and 
Vacuum Valve 





O-E Improved Perfect Ball 
Check Water Seal Return 
Fitting 





O-E Improved Perfect Packless 
Graduated Supply Valve 


IMPLE—flexible—efficient—these three 
words tellin detail the story of the O-E 
: oo y Perfect Vapor Vacuum-Pressure Heating 
O-E All Metal “3 in 1’’ Combination Damper ° > . 

Regulator System—tell the reason for its dominating 
position in the industry today. 


The system is practically “fool-proof’”—does more 
—costs less to maintain — and is easier to install 
right than wrong — operating on the thermos- 
bottle principle, it provides VAPOR part of the 
time— VACUUM most of the time—PRES- 
SURE when desired. 


No floats, return traps, pump, diaphragms or 
other complicated parts to cause trouble. No 
adjustable return fittings or other delicate 
Aggy nay men BM ere 
Double Retard. Vacuum to 30 Let us send you proof of what the O-E System 
is doing for successful heating engineers all over 
the country—let us show you how the O-E System 
is making money and boosting reputations for 
those installing it. 


We also manufacture the celebrated O-E 
Thermo-Nickel Thermostatic Traps, Float Drip 
and Blast Traps, Quick Vents, Float Vents, 
Boiler Return Traps and other heating specialties. 








Send for complete engineering data. 





O-E Rouse sa Balanced 


a at O-E SPECIALTY MFG. COMPANY 
10 Keefe Avenue - Milwaukee, U.S. A. 


in One Heatin ng 


combines the advantages of 
VAPOR~VACUUM-~PRESSURE 






SEAL 


a 


CD) um 


uns! 
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The New AUTOHOT 


Included in the $5 Down Sale 
is the new Ruud-built AUTO- 
HOT. Prices are $95 and $125 
in 20 and 30 gallon capacities 
respectively. 

Ideal for small home use. Low- 
priced. A quick seller. 


Make AUTOHOT your July- 
August leader. 


DOMESTIC 





ENGINEERING 





July and August 


Plumbers sold more RUUD Automatic 
Water Heaters last July and August than 
during any other two months of the year. 


Why? 


Rock-bottom terms—‘'$5.00 
DOWN AND A YEAR TO 
PAY.”’ 


More selling effort in a sea- 
son when selling is easier. 


Small homeowners want 
MORE hot water in summer 
and have LESS because of 
make-shift systems. 


Since last year, the Ruud-built AUTOHOT 
low-priced line has been completed and 
will be sold during July and August on the 
special terms. , 


Hot weather can produce hot water profits. 
Mail the coupon and we'll tell you all 
about it. 


Ruud Manufacturing 
Company 
Pittsburgh, Pa., and All Large Cities 


MAIL THIS COUPON 
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This Roof Flashing is the 


ORIGINAL 
One-Piece Cast Lead : 


Roof Flashing 


Look for the yellow label on every flashing, bearing the 
name MIDLAND METAL MFG. CO. It is your assur- 
ance of a strictly one-piece flashing with no burned, crimped 
or soldered joints to pull apart. It will pay you to order the 
original and see that you get it. 


MIDLAND 
Ferrules and Roof Flashings 


are standard equipment with hundreds of 
leading plumbers. They have found them 


handier to use and more economical in the 
longrun. Every MIDLAND product is guar- 


anteed perfect. Your jobber can supply you. 














MIDLAND METAL MFG. CO. 


KANSAS CITY, MO. *NEWARK, N. J. 
*Newark Plant Manufactures Roof Flashings Only. 
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” 
When the man who has the “Say- 
So” takes his pen in hand to write 


—what chance has YouR name 
of getting on the contract? 


RICE? « «++ Yes, that’s a prime factor—an influencing factor 
in the awarding of a plumbing contract. 


But in this keenly contested race for business, reputation still com- 
mands a premium. The plumbing contractor with an established 
reputation possesses a priceless margin of advantage in winning 


plumbing contracts. 


Copyright 1925 
Registered U.S. 
Patent Offic 


e 
February 9, 1926 





This tag appears on 
every piece of Republic 
Brass Goods, It is the 
identifying mark of a 
modern plumber—a 
tlumber who performs 
high class work and 
uses quality materials. 






Architects, building contractors and home builders today 
are sold on quality. In plumbing equipment they demand 
more than mere utility. They want bathrooms that express 
style, taste and refinement —fixtures that combine beauty 
with practical utility. “Give us cheerful bathrooms— inviting 


bathrooms—bathrooms we can point to with pride, they say. 


The plumbing contractor who joins forces with a recognized 
leader in designing and developing up-to-date merchandise, 
himself gains a reputation for quality and leadership. The 
Republic combination of quality merchandise plus modern 
design will help you to build business and reputation. 


°7he Repustic Brass Company : Cleveland, Ohio’ 


Good Plumbing Good Business + Republic Brass Goods 


Canadian Distributors: The James Robertson Company 
Montreal, Quebec—Toronto, Ontario 


REPUBLIC 


PATENTED 
March 1920 
October 1925 
April 1926 


The Republic 1224 Bath 
Fixture which embodies 
in its construction the 
Republic Trip Lever 
Drain, promotes cleanli 
metit--inturetstanitation 
and healthfulness. It 
has no inner overflow 
tube— which causes 
the accumulation of 
unsanitary waste ma- 
terial to adhere to the 
tube while wasting. 
The inner overflow 
tube is eliminated. No 
utility closet is required. 


Mention Domestic ENGINEERING when writing advertisers. 
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Illustration above shows Republic 
1230-C Two-Way Service Control 
Bath and Shower Fixture with 
Trip Lever Drain. All working 
parts of drain accessible through 
overflow head in tub. All work- 
ing parts of valve accessible from 
wall. No utility closet required 
since all workings are accessible 

The Republic Integral Stop Valve 
insures greater convemience by 
providing for shutting off of water 
supply or controlling volume at 
each individual valve. 


© 1927 The Republic Brass Co 
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PEARSE STA 
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Special Offer 


for 
July and 
August Only 











PUSH “PITTSBURGS” 


Pittsbur 


Automatic Gas Water as 


Mention Domestic Ener when writing advertise 
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BUYS a “Pittsburg” 


year to pay! 











Let the “Ditt6burg” 
salesman help you 
make money. Give 
him your water heat- 
er prospects when he 
calls. He will sell 


them. Your commis- 


sion and installation bs 
paid promptly. ——— 


Storage System. 
Made in,2 sizes, 


25 and 35 Gallons. 




















| TO PROCURE PROFITS 


Prttéburg 


voAUTOMATIC GAS WATER HEATERSow 


PITTSBURG WATER HEATER COMPANY -PITTSBURCG, DPA. 


SALES OFFICES IN PRINCIPAL CITIES 
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Introducing — 


66 U. S.” 
HARD RUBBER SEATS 


Colorful beauty 
combined with everlasting wear! 


ERE, at last, is the perfect toilet seat—combining 
the colorful beauty of rare woods and marbles, with 
the practical qualities of everlasting wear and faultless 
service. 


Remarkable durability! ‘‘U. S.”” Hard Rubber Seats will 
outlast the bowl itself. Tremendous pressure welds each 
seat into one solid, seamless unit of extraordinary service- 
ability. The finished surface is as smooth as glass—no 


cracks—no joints. Sanitary—non-absorptive—acid-proof 
—non-inflammable—and easily cleaned! 





“U. S.’”’ Seats are available in a wide range of attractive 
color grainings and combinations. Rose-wood—mahogany 


—verdi-green—ebony, etc., etc. Here is beauty of color 
and graining never before attained in seat manufacture! 


Write today for full particulars regarding the new ‘‘U.S.” 
Hard Rubber Toilet Seat. 


ne 
70" , 1950 
oO . 
1 Moe ok. Pont United States @ Rubber Company 
, ae 
ono aoe : Sse gsc Trade Mark 
eee se gost? “s s” 61 Hudson Street 440 W. Washington St. 
so 07 Wo OH New York City Chicago, Ill. 


“U S. Hard RubberToilet Seats 


Sold only to Licensed Master Plumbers 
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VALVE, 





SUPPLY & RETURN 
SAME OR OPPOSITE ENDS. 











HUTCHISON 
MODULATING 


VALVE, 


ARROWS INDICATE 
DOWN GRADES. 







ae «Ki J RISERS TO 


OTHER FLOORS, 





UTCHISON POSITIVE 
AMPER REGULATOR, 


BOTTOM_OF RETURN MAIN AT BOILER, 


The Hutchison Fitter will Pima asia i bs — 
be a real helper for you. It - ere RN ne GAUGE. - 2 a 
has first-hand information S 


r __ WATER LINE OF BOILER. 


A in dé. WATER SUPPLY 


ac DRAIN COCA 
' 


Get acquainted with the Hutchison 
line of vapor heating appliances. They 

| are built of the finest materials, are easy 
yours for the asking—why 


not take advantage of the to install and never cut into original 
offer? profits by demanding service calls. 


about vapor heating systems 
that is extremely difficult to 
obtain elsewhere. It takes 
the mystery out of vapor 
heating. Makes vapor heat 


as simple as one-pipe steam. 
The Hutchison Fitter is 

















HUTCHISON REGULATOR SALES CORPORATION 
12 Lispenard Street $3 i NEW YORK, N. Y. 
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ENUINE 


Take advantage of your jobber’s complete stock 
assortment. Go to him and examine the Arm- 
strong Line of Genuine Tools. For every job 
where the economy of time is necessary, you 
can put your faith in Armstrong Tools. They 
have been helping plumbing contractors for years 
to finish jobs the way they should be finished. 


Ask Your Jobber Today. 


The Armstrong 
Mfg. Co. 


284 Knowlton St. 
Bridgeport, Conn. 
New York Office: 181 Lafayette St. 





Mention Domestic ENGINEERING when writing advertisers. 
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i THE ARNSTRONG WEG CO: 
I BRIDGEPORT, GT 
~~ 
3 


ARMSTRONG. M.F.G.CO. 
BRIOGEPORT. CT. 
BARO'S PAT.sui 5 @ 








OPTRA MARNIE RES 35 '°y7 
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Mention Domestic ENGINEERING when writing advertisers. 
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nduring 


abor-Saving 
Kitchen ai 


‘for Homes, Hotels and 
Apartment Houses 


ALL SIZES IN ALL STYLES 
BY 


Dnite? States Sanitary NMYG-Co 


PITTSBURGH, PA. 
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WW KERNS op 


4 


T sounds like a tough problem. 

But this Barber-Greene had 
little trouble. It sailed through 
once in regular fashion. Then it 
came back and cut a second 
swath. And because it is so fast 
on its feet, it handled the job at a 


saving for the Birmingham 
Water Co., Birmingham, Ala. 
Add to such performance the 


nimbleness that cuts service lat- 
erals and stubs, the ‘‘milling ac- 
tion’’ digging that tears through 
coral rock, and such cost records 
as 4c to 6c per foot and it is easy 
to see why Barber-Greenes lead 
all other ditchers in sales. 





Representatives in 50 Cities 


DISC FEED LOADERS 





Now is the best time 
to send for your copy 
of “Ditching Snap- 
shots and Records.’’ 


This new book will | 


give you all the dope 


with pictures and | 


cold cost figures, on 
what arber- 


Greenes aredoingin | 


every _type of ditch- 
ing. Dropus a card 
now. There’s no 
obligation. 


BARBER-GREENE COMPANY, 408 W. PARK AVE., AURORA, 
_Barber-Greene Ditcher 


VERTICAL BOOM DITCHERS 


STANDARDIZED PORTABLE AND PERMANENT BELT CONVEYORS 


SNOW LOADERS 


CAR UNLOADERS 


COAL LOADERS 


33 


THE BARBER-GREENE IS THE ONLY DITCHER THAT DIGS STRAIGHT DOWN 


Digging a 30' Ditch with a 21' Ditcher—at a Profit 















‘opiate Re x ee OT ae Same im em me Oe - 
Tene spin ciency ine Pana ecg geal) oe Raa rn Saat a 


es ae 


peverats 


perenne, 


pete + 
ace 


ue a ae 


% 
} 
i 
te 
4 
f 
2 
7 











34 DOMESTIC ENGINEERING 


July 2, 1927 


Special Notice to Plumbing 


The manufacturers whose names appear 
below and on the opposite page have author- 
ized us to send to the plumbing and 


heating contractors, upon request, their loose 
catalog sheets for use in the binders distri- 


buted through the National Trade Extension 
Bureau. 

These loose sheets are reprints of catalog 
pages appearing in ‘“‘Domestic Engineering 
Catalog Directory.”” They are uniform in size 
—814x105% inches—printed on a good grade 


IRS ec ce avec ny a ntesankce Port Chester, N. Y. 
Acme Adjustable Pipe Hanger Mfg. Co......... Richmond, Va. 
Acme Asbestos Covering & Flooring Co.......... Chicago, Ills. 
Acme Frost Proof Closet Mfg. Co............... Baltimore, Md. 
Albrass Co.. ERC eS kee eves ee kbs . .Coxsackie, N. Y. 
American Brass Co Riera pekog lek kneedekee Waterbury, Conn. 
American Manganese Bronze Co..............Holmesburg, Pa. 
ee Lo Chicago, IIls. 
PR ne BOD. ks ksi n soos en nauseewsavn Chicago, Ills. 
American Spiral Pipe Works. Goi ae Wm ne as rb wos ko de ee Chicago, Ills. 
American Steam Pump Co................ Battle Creek, Mich. 
PEE BOE OG SSDs ovis 58s 86 ee ce ces esos Chicago, Ills. 
oe 6 re Bridgeport, Conn. 
Automatic Gas Steam Radiator Co.... . Pittsburgh, Pa. 
Badger G Gone Co., B. B.w....... 06. cccssccvsee Boston, Mass. 


Barnes Tool Co., The......... 


; .New Haven, Conn. 
Barrett Mfg. Co., James.......... 


Sake ch ace Boston, Mass. 


Bashlin Co.. a cata eae RE ine kk ae hae Warren, Pa. 
Bay Ridge Specialty Co., inc nears ici ektee Trenton, N. J. 
Beaton & Cadwell Mfg. Co., BM vwessesem New Britain, Conn. 
Beaton & Corbin Mfg. Co., The Leber ca une Southington, Conn. 
Becker Mfg. Co., The............ diseuea anew Marietta, Ohio 
a 3h Se ere ee Chicago, Ills. 
SD Sa SO EEE Bs os ck vk aces enccread Hudson, N. Y 

NE ee a en eer Medina, N. Y 

ee ODS. go os bona wes sew sn scn eae Rock Island, Ills. 
| eer Roselle, N. J. 
Boosey Bite. Co., Norman..........2.6.0s-e00% Detroit, Mich. 
EE, oe ese do bs bob seen s eine Warren, Ohio 
Bradley Washfountain Co....... er, Milwaukee, Wis. 
yk 6 errr Ts Boston, Mass. 
Bridgeport Brass Co......... ‘ . .Bridgeport, Conn. 
Brunswick-Balke-Collender Co., | The Se Chicago, Ills. 
Buffalo Gas Radiator Corp........-..... No. Tonawanda, N. Y. 


Burnham Boiler Corp .....................Irvington, N. Y. 
gk, Se ee .Minneapolis, Minn. 
Oe A re rc rey Lorain, Ohio 
Cabco Iron Works, Inc............ccscccc008 Gowanda, N. Y. 
Capitol Brass Works........... . .Detroit, Mich. 
Carty & Moore Engineering Co.. . .Detroit, Mich. 


Coe @ Gon Bw, Co. W. Aa... oo cw cc cccecseues Buffalo, N. Y. 
Central Radiator Co.. a eee ere ..New York City 
Chamberlain Co., The.. ee eee LT Pittsburgh, Pa. 
Oe 2 6 ee Syracuse, N. Y. 
CR NE Cs BOD. iin ok vviviivccenvanvinses Chicago, Ills. 
YF” eee Chicago, Ills. 
Chicago Pipethread Machine Co.................. Racine, Wis. 
Cleveland Brass Mfg. Co., The............... Cleveland, Ohio 
re eer McKeesport, Pa. 
Commonwealth Brass Corp..................65 Detroit, Mich. 
Compound Injector & Specialty Co.............. Chicago, Ills. 
Comments 1600 WOKS, ......... 226 c cs cnsecves Latrobe, Pa. 
Continental Klenter Corp... ......5..2s.sccc008 Dunkirk, N. Y. 
Crampton-Farley Brass Co.................+. Kansas City, Mo. 
errr Pittsburgh, Pa. 





rrr er re ey Philadelphia, Pa. 


of light paper and punched to fit the binder. 

If you have the binder and desire loose 
catalog sheets, write Domestic Engineering 
Co., 1900 Prairie Avenue, Chicago, on your 
letterhead, giving the names of concerns 
listed below whose lines you are interested in, 
and we shall be glad to send you the sheets 
without charge. If you are not using the 
binder and wish information regarding it, 
write to the National Trade Extension Bureau 


of Evansville, Indiana. 


oe Ye | re ers Chicago, Ills. 
Ren ND Ma Rs Bae 5.5 on dso a sins dea Sew eee Medford, Mass. 
Sornae Oe Gratis Co, TMS... 5... cess scwen Bridgeport, Conn. 
2 Se Salt Lake City, Utah 
RO EO oi, ia oy os sis wie ies wee South Boston, Mass. 
SE CS OU) te a ee Lansing, Mich. 
Dart Mfg. Co., E. M...................++.-+Providence, R. I. 
Davis Engineering Corp.................0000 New York City 
ce tg | Sere err a 7 Decatur, Ills. 
a DSS SESE peer See ener meme ,- Boston, Mass. 
Eo ey Detroit, Mich. 
oo yo re Detroit, Mich. 
NN ee EM Reading, Pa. 
Dixie Flashing Co., Inc.. .eeeeees. Birmingham, Ala. 
Dixie Metal Products Co., fee.: eons d prea Birmingham, Ala. 
PTT EEE EETE TET ETE Chicago, Ill. 
Re EO EIN. 6.5 5 os bb sw se Kew see beled Cleveland, Ohio 
ef ee rr Malden, Mass. 
EM iiiiock an kbs Silos Dew XS ee Sew ae Chicago, IIls. 
oe ee ss rer ee yrs Berea, Ohio 
Cee a Oey | | a er re Boyertown, Pa. 
Ebinger Sanitary Mfg. Co., D. A..........++-- Columbus, Ohio 
MOUNT REMMAOE NOD. bok vc cecicsicvccennrecccions Chicago, Ills. 
Economy Pumping Machinery Co...........+..++ Chicago, Ill. 
Electro Engineering Co., Inc.............Richmond Hill, N. Y. 
EE Serer rr eer er Ford City, Pa. 
ES EN II ain. 6 eihos soo nsia'ebie ea eee Elkhart, Ind. 
Enterprise Brass Works.....................Muskegon, Mich. 
ES re South Boston, Mass. 
i cous oe dceen pews BeuNed Boston, Mass. 
Excelso Products Corp...... niviaae sa aaen seen Buffalo, N. Y. 
Exeter Brass Works..... Pr ae Exeter, N. H. 
Florence Stove Co....... Mer ere eee Boston, Mass. 
ope de eer rr ne Chicago, Ills. 
Ce OT Sr ae ne See Dickson City, Pa. 
Gershon Gs Gooner Co... <0... 6. ccc ee ot South Boston, Mass. 
IE TS I Fc gone ices caeeas South Boston, Mass. 
Gleockle, Jr., A. F... ...Rochester, N. Y. 
Goulds Pumps, Inc...... Pe aecity sein ane Seneca Falls, N. Y. 
ss Sic crass ig isc alk w win ho © 018-8 eS Hatfield, Mass. 
Greenfield Tap & Die Corp... .............. Greenfield, Mass. 
CSE Se ee eee Providence, R. I. 
I ID i oe ec ame oiaice cre Swe selene Dayton, Ohio 
Figmrceid Tirnes Works... 2.200 escccvesiess Hammond, Ind. 
Raeees SOE TID oe. 6'0si6 ve pinveecsce ss secon New York City 
Miers BER Ge. once cc cccscccccccsesccccvaneues Erie, Pa. 
Healey Brass Foundry Co., Peter............. Evansville, Ind. 
Heap & Sons, Wm.. ‘ ........-Grand Haven, Mich. 
Hercules Chemical Co., fac. ii = whales wei e eee New York City 
Hetzel, J. G., Estate of is iiac'to es Swi ae aie ae Newark, N. J. 
Hindley Mfg. Sata ai ial ie tara: & latter ee Valley Falls, R. I. 
WRIRTIAN EEN ROO) 5500s 6 00 sce 5. sesso seve se eomee am Erie, Pa. 
Holyoke Heater Co........::eeeceeeeeneeeees Holyoke, Mass. 
Honeywell Heating Specialties Co..............- Wabash, Ind. 
ee Oa er Cleveland, Ohio 
Hudson Brass Works, Inc.................2-- Brooklyn, N. Y. 
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and Heating Contractors 


Pee eer ere rer rrr Chicago, Ills. 
Ireland & Matthews Mfg. Co...................Detroit, Mich. 
J. R. S. Specialties Mfg. Co., Inc............ Patchogue, N. Y. 
Be ee ee rr Lexington, Mass. 
eo ea ee eee New York City 
TOMO 0p hs 30.8 406 ehdsd6 0 9S 9. Wane orale Detroit, Mich. 
Johnson-Washburn Co.................. eee eee Boston, Mass. 


Jones Hollow Ware Co........................Baltimore, Md. 
DS I yo E Rod AGo 8 SSE 6 eK sec neoee Cleveland, Ohio 
Juvenile Wood Products, Inc. Drs te ass aX ...Fort Wayne, Ind. 


Booey Se. COs, TAB. cece neces Newington, Conn. 
Kelly Valve Co.. ests Gey ee ..Grand Haven, Mich. 
Kemp Mfg. Co., Cc. M.. Bete cteaistes Sesies sia vara eee Baltimore, Md. 
Kennedy Valve Mfg. rr Rabe 
Kenney-Cutting Products Corp................ New York City 
PE eres cach sve c cers dedcces .. Irvington, N. J. 
ee Erie, Pa. 
ee Trenton, N. J. 
DIN aoe ia as cane 6, 5-4 seas Sw aw Philadelphia, Pa. 
ME MIMI ones sis Kaa 8 Sinica win ws 4d elec a woke Tell City, Ind. 
Kokomo Sanitary Pottery Co................... Kokomo, Ind. 
Kortick Manufacturing Co................ San Francisco, Cal. 
ee » ee Jersey City, N. J. 
reer rrr Dubuque, Iowa 
Kupferle Foundry Co., John C................. St. Louis, Mo. 
Lambertville Pottery Co...................Lambertville, N. J. 
SAVED TUN Tao 6 oie sis vale oso :dislese a see Baers Chicago, Ills. 
Oe ek Cincinnati, Ohio 
Lawson Mfg. Co........... Rh esshaSiegta ye ota ata ea Cleveland, Ohio 
LOOVItE DARCHING COs... cose eden ioascvess Orange, Mass. 
SEE a ee Boston, Mass. 


Leonard-Rooke Co.. . .Providence, R. I. 
Liquid Veneer Corp... 


Lissberger & Son, Inc., “Marks. . 


Luzerne Rubber Co., The......... inte See SG Trenton, N. J. 
eee oe re Garwood, N. J. 
MoGurran Gupoly Co., .....65.660.. 008000 Grand Rapids, Mich. 
mactne Gy Boperte Coi, The... 2.665. 0.ccceves. Detroit, Mich. 
Maddock’s Sons Co., Thomas.................. Trenton, N. J. 
Manning, Maxwell & Moore, Inc.............New York City 
Mfg. Equipment & Engineering Co......... Framingham, Mass. 
err Owensboro, Ky. 
Marvel Machine & Brass Works.............. Cleveland, Ohio 
Meneley-Diederich Co., Inc.................. Los Angeles, Cal. 
oc a | de a rr a Bay City, Mich. 
Milford Iron Foundry.......................+..Milford, Mass. 
Milwaukee Valve Co...............00ccee eee Milwaukee, Wis. 
Misener & Irving Mfg. Co., Inc...... .. Syracuse, N. Y. 
re Harrisburg, Pa. 
itt ee 
NS 65 foo 550 din w 5s a pial aren acomiece New York City 
ADRS io ea co ob nica co dag a ale & WA Sid ohecaehere Chicago, Ills. 
PRM MOE in sei. s Sued. a otecoce ties dia eos eee New York City 
National Steel Tank & Mfg. Co.................Bradford, Ills. 
UMN NS 6 c.55 vit od 00 0G ale we aveiaie New York City 
OMNI MI so As oi do's uae 5s Sidin ona eive eee Irwin, Pa. 
Niagara Radiator & Boiler Co........ North Tonawanda, N. Y. 
Northwestern Chemical Co., The............... Marietta, Ohio 
Nustone Products Corp...................6. Union City, N. J. 
Nye Tool & Machine Works.................... Chicago, Ills. 
Ohio Heater Co., The.. ee . Columbus, Ohio 
PMR ears Series biveedvaiiG detadeenade Chicago, Ills. 
Pe MN coop acr ceo oiss candies eats avant Newark, N. J. 
Penn Engineering Co., The.................. Philadelphia, Pa. 
Phoenix Brass Foundry ie ar ern ea Irvington, N. J. 
Pittsburgh Engineering Co................... Jeannette, Pa. 
Plummer-Huff Company..................00- Napoleon, Ohio 
BOOMS AMMENOO iiss os bo ona sccenieceecadacs Los Angeles, Cal. 
PO ef Ss a nn Boston, Mass. 
POU EIP GR cic vcsnsvarccsaveseens Chicago, Ills. 
Providence Fittings Co., The................+++ Boston, Mass. 
Randolph-Clowes Co., The ited eaeteaeacae Waterbury, Conn. 
Rawlplug Co., Inc., AOR RINR Egon New York City 
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Reading Brass Works .... 


pO, 


Reeves Speciality Co... .. 0... 265.55. 
Rhode Island Fittings Co.. 
Richmond Engineering Co.. 


Richmond Foundry & Mfg. Co., Inc. ' ’ ; ) P 


FUME CODE CONG, ic ccccviscesneciess 


Riverside Foundry & Galvanizing Co....... 


Roberts Brass Mfg. Co., The...... 
Robinson Mfg. Co., The........... 
Rockford Brass Works.............. 
Royal Brass Mfg. Co., The.......... 
Rumsey Pump Co., Ltd............. 


Russell Mfg. Co., Inc., John M............. 


PRUs GO, We Riiicicicccicicess 
Rutland Fire Clay Co.. 

Sanitary Bath Curtain n Mig. Co., ie 
Sanitas Mfg. Co.. ; 


Scaife & Sone CG WH Tick ccc 


Se WO I Cilla sive ccc wa den dese 


Sherwood Brass Works.............. 
yo a ®t 
Smith, Inc., H. Romeyn.... 


Standard Stone Co........ Py) 
Standard Tank & Seat Co...... 


Standard Union Co.............. a 
Standard Water Systems Co. of N. J.......... 


oe) ro TO: ae 
SeeGittie PANE Cis. oe sive diccweees 
Stringer Brothers Co................ 
Structural Slate Co................. 
Superbestos Co., The........ or 

Swett Iron Works, A. L............. 
Taylor Co., Halsey W., The......... 


Teck Manufacturing Co.............. 


SE ee 


gf ee eee ee 


Thermal Appliance Co., Inc.......... 


Tillery’s Little Janitor Clock Co...... 
Toledo Pipe Threading Machine Co..... 
Trageser Steam Copper Works, John. . 


Trenjer Specialty Co................ 


Trenton Brass & Machine Co.................. 
Tryco Products, Inc.......... Lege 


Universal Smokeless Boiler Co....... 


oe OE oe 


Vanderman Mfg. Co........ 
Vinco Co., Inc.. a tacat 
Vogel Co., Joseph A le 
Wade Iron Sanitary Mfg. Co. 


Walker Dishwasher Corp............. 


Walworth Company. . 


Ware Coupling & Nipple Co.. 2 2 ; a 


Warnock Manufacturing Co......... 
Warren Tool & Forge Co.. 

Washington Metal Products Co.. 
ee 


BE ee 


Western Wire Products Co........... 


Wheeling Machine Products Co............. 
White Flushing Valve Mfg. Co........ 


White Steel Sanitary Furniture Co...... 
Se inthe Hartford, Conn. 


Whitlock Coil Pipe Co.............. 
oe 
bi a eee 


oo AS Sr 
Wood Mig. Co., JOBM.. . 265 cess se 


Woodward-Wanger Co.............. 
Worcester Brush & es Co:. 

“X” Laboratories. . Ce ee 
Yeomans Brothers Co.. Bieerancteen estes 


prea 
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. Reading, Pa. 


. .Providence, R. I. 
. .Richmond, Va. 
.Richmond, Va. 
eRe re Elyria, Ohio 
.Kalamazoo, Mich. 
.. Detroit, Mich. 
Be ge ee Cleveland, Ohio 
pis ted id ees Rockford, Ills. 
ee Cleveland, Ohio 
ainetaes Seneca Falls, N. Y. 
. Naugatuck, Conn. 
guroaie New York City 
.. Rutland, Vt. 

..New York City 
Boston, Mass. 


is Was co i oc cee scsiscw ces eee New York City 


Oakmont, Pa. 
. Detroit, Mich. 
a LIS eR Detroit, Mich. 
ee ey Chicago, Ills. 
adic ete New York City 
Brooklyn, N. Y. 
Camden, N. J. 

Sas asap ened Boston, Mass. 
.Hampton, N. J. 
er ee ee Detroit, Mich. 
.. . Newcomerstown, Ohio 


a Udi mateiten Chicago, Ills. 


wa keane Pen Argyl, Pa. 


. Chicago, Ills. 


6 leene mhenlees Medina, N. Y. 


Pe ae ee ae Warren, Ohio 
ike wbwodeiin Chicago, IIls. 
Sia shar stint Philadelphia, Pa. 
akaanegae Newark, N. J. 
icannwna New York City 
cred eer Newark, N. J. 

. . Toledo, Ohio 
emnion New York City 
Seb aie xa tnd Trenton, N. J. 
. Trenton, N. J- 
dea ate atts Westfield, Mass. 


een T Ravenna, Ohio 


er Fort Wayne, Ind. 
.Willimantic, Conn. 
..New York City 

.., -- Wilmington, Del. 

dia .ouaPR erage mare Chicago, IIls. 
i juin Set Syracuse, N. Y. 
. .Boston, Mass. 

Ware, Mass. 
Worcester, Mass. 
Warren, Ohio 


. .Washington C. H., Ohio 


ee Chicago, IIls. 
. Detroit, Mich. 
ee St. Louis, Mo. 
. Wheeling, W. Va. 
scout Denver, Colo. 
Grand Rapids, Mich. 


Seer es Chicago, Ills. 


aig va Minneapolis, Minn. 


ET Te ee Buffalo, N. Y. 
baka Conshohocken, Pa. 


ee re Philadelphia, Pa. 


.. Worcester, Mass. 
.. New York City 


teas Chicago, Ills. 


cuneekad Meadville, Pa. 
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The Mayflower Plymouth 


15 Central Park, West :: New York 


— one more large building 


equipped with 
A-M-B BRASS PIPE FITTINGS 








Plumbing Contractor: | 
Guaranteed Plumbing Supply Co. 








Here are just a few more buildings in which 
A-M-B Brass Fittings are installed 


Cromwell Arms Apt. House—502 Park Ave, N. Y. C. Hotel Olcott—27 W. 72nd St., N. Y. C. 














Plumbing Contractor—J. L. Murphy Plumbing Contractor—Ludins and Co. 
Apartment House—Central Park W. & 66th St.,N.Y.C. Hotel Beekman—575 Park Ave., near 63rd St., N. Y.C. 
Plumbing Contractor—Samuel Minskoff. Plumbing Contractor—Ludins and Co. 
Apartment House—! 190-1200 Madison Ave., N. Y. C Roxy Theatre—New York City. 
Plumbing Contractor—Samuel Minskoff. Plumbing Contractor—Peter Sexton 
—and fifteen others in New York 








NOTE: 


We manufacture regularly and in quantity, Red Brass, Flat Band Fittings, 
Flanges and Flanged Unions—standard and extra heavy, for use with Steam, 


Water, Gas and Oil, also Hydraulic Bronze Fittings, 250 pounds to 1500 pounds 
pressure at 500 degrees F. 














AMERICAN MANGANESE BRONZE CO. 
Founders and Metallurgical Engineers 
a. HOLMESBURG :: PHILADELPHIA 


on Every Fitting PITTSBURGH CLEVELAND NEW ORLEANS NEW YORK 
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sizes for 
1," to 8” 
pipe 





DOMESTIC ENGINEERING 37 


Lightnin 
peed 
on the job 





{ ¥ 


yvwts AN | 
——_— 
= 


= 
N 
N 





Look for this 


Trade Mark 






o a flash the GENUINE Williams’ “Vulcan” Vise 


catches pipe in an unbreakable grip. A quick turn of 
the handle and it’s freeagain. That’s one feature of ““Vulcan’”’ 
service—lightning speed on the job and sure-fire grip. 


Strength is another necessary point in which the ‘‘Vulcan’”’ 
Vise excels. Wrought-steel construction throughout, with 
drop-forged base, jaws and handle. Genuine “Vulcan” 
chains. Every part is guaranteed. Install them in your shop. 


They’ll prove time and labor savers from the start. We'd 
be glad to send you illustrated literature. Write TODAY. 


J. H. WILLIAMS & CO. 


“The Drop- Forging People’’ 
New York BUFFALO Chicago 


GENUINE 





DROP ~FORGED 


CHAIN PIPE VISE. 
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Whatever youve wished for 


ina Fan System Heating Surface 
you'll find 


in Aerofin! 


Now built of continuous 
seamless tubes for pressures 


from 25 to 350 lbs. 
and called 


HIGH PRESSURE 


AAEROFIN 


Compact Non- Corrosive Light-weight 


Encased Units ready for assembly as 
easy as stacking sectional book-cases 





The advantages which have made Low Pressure Aerofin the most widely used Heating 
Surface ever offered are all retained in High Pressure Aerofin, which is rendering “pipe 
coils” as obsolete as Low Pressure Aerofin has made cast iron radiation. 


Light enough for handling without tackle and for setting or hanging without costly founda- 
tions or platforms, and having its own integral’ galvanized steel casing, Aerofin is not only 


the simplest, easiest, quickest surface to install but the cost of installing it averages less 
than 5¢ per sq. ft., against the 15¢ to 25¢ per sq. ft. cost of installing “‘ pipe coils” or cast iron. 


Best of all, the cost of installing Aerofin can be estimated accurately, since there are no 
uncertainties, —such as breakage, excessive weight, internal connections with special fittings, 
and casing afler piping, on the job, factors which made the estimate for old-fashioned surface 
a guess, at best,—usually low. How often, Mr. Contractor, has the excess cost of installing 
iron surface wiped out all the profit on your job? And how often, Mr. Architect or Engineer, 


have you been forced to reinforce the building, rearrange the space and suffer unforeseen 
delays because of heavy, clumsy, bulky, iron surface? 


Yes, whatever you've wished for in a Heating Surface you'll find in Aerofin. 


Descriptive and Technical Bulletin, either Low or High Pressure or both, mailed upon request. 


AEROFIN CORPORATION 


750 Frelinghuysen Avenue 
Newark, N. J. 


AEROFIN IS SOLD ONLY BY MANUFACTURERS OF NATIONALLY ADVERTISED FAN HEATING APPARATUS 
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It’s remodelling time 


for the house owner 


Get some of his business. 

He’s as interested as can be in eliminating 
cast iron radiators from his rooms. 

Show him the Robras 20-20, and how it fits 
in behind baseboards, in the walls, or in cab- 
inets flat against the walls. 


Show him its welded brass construction. 


Tell him it can freeze without harm, and is 
practically indestructible. 








Show him where its efficiency is. 
Tell him to let you set up 





PMBPRAC W306 
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a brass radiator 20% the size 
and 20% the weight of an 
equal cast iron radiator. 


And you make money on it, too. 
Aside from your discount there are the installation 
charges. 


That’s another profit. 




















A steamfitter and helper can set up two or three times 
as many Robras 20-20’s in a day, as they can cast iron 
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ROME BRAS 


CORPO 
1 East 42nd Street New York City 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


weekly chat (and I will never think of it as any- 

thing but that) I find that for this issue “Your 
Weekly” seems to be dedicated to the National Associa- 
tion of Master Plumbers on account of its forty-fifth 
annual convention, Without any doubt, that convention 
is the most important event .that has occurred in the 
plumbing industry during the past week, and what could 
we dedicate “Domestic Engineering” to, that would be 
better? So here is the annual convention number, giving 
a detailed report of everything that went on during the 
meeting. 


\ I SIT DOWN TO HAVE OUR LITTLE 


NE OF THE OUTSTANDING FEATURES OF 

the entire convention was the spirit of willingness 
on the part of the association to give thorough co- 
operation to the manufacturers and wholesalers of the 
industry, and the same spirit which was shown on the 
part of the latter. This spirit was exemplified by the 
fact that some of the outstanding manufacturers and 
wholesalers were invited guests of the association on the 
first day of the meeting, and occupied places of promi- 
nence on the speakers’ platform. What is even more 
important, a good number of these men, who are as- 
sociated with the trade in a different way than the master 
plumbers, was called upon to speak to the convention, 
and the listeners seemed to enjoy every minute of these 
talks, in spite of the short time which was available for 
the meeting. 


LTHOUGH THE PRIMARY PURPOSE OF 

any convention is the serious thought of busi- 
ness, no one can overlook the importance of the pleasure 
of seeing again those friends from whom you have been 
separated for a year. The hackneyed phrase “renewing 
old friendships” still touches a responsive chord in 
most of us, and that one little phrase is responsible for 
some of the attendance at any convention. Meeting 
again some friend in the industry, who lives in another 
part of the country, stimulates the business part of any 
convention, as that time is the one time in the year when 
the problems and difficulties of the business can be 
nationalized, and men from different sections of the 
country can learn what one another’s own troubles are. 
Local problems are submerged in those of a great na- 
tional organization, yet that national organization helps 
ameliorate those local troubles by solving its problems 
ina way of which the delegate can take home the solu- 
tion and apply it to his own difficulties. So the social 
side and the business side of any convention both have 


their function, and both functions are of inestimable 
value to the man who attends that convention. 


LL OF US, HOWEVER, ARE NOT FORTUN- 

ate enough to be able to attend every National 
convention. At the last minute something may come up 
which will absolutely prohibit your attending, or the 
convention may be too far away. Any number of good 
reasons may keep a man from attending the convention, 
but still the meeting is not necessarily a total loss to him. 
A trained staff of representatives of “Your Weekly” 
attend every meeting of every convention of the national 
association, and bring to you through its pages, as com- 
plete a report of the meeting as could possibly be 
gathered together. Not a detail of any importance is left 
out of this report, and it is written so that the most im- 
portant events are emphasized. It is written clearly, with 
readability being the essential thing from our point of 
view. 


NOTHER THING IN WHICH “YOUR 

Weekly” takes pride is the number of photographs 
which are published in conjunction with the convention 
report. When the annual convention issues of the vari- 
ous business papers of the plumbing industry were pub- 
lished last year, “Domestic Engineering” published more 
groups of pictures and more individual photographs than 
any other paper in the field. This in itself is one reason 
for wanting to read the convention report, as one can 
see which of his old friends were there. Complete re- 
ports on every exhibit maintained in the exposition hall, 
the meetings of the women’s auxiliary, and numerous 
sidelights of the convention are published in this issue. 


HETHER YOU ATTENDED THE CONVEN- 

tion or were one of those who could not arrange 
to do so, this week’s convention report is one which 
should be of extreme interest to you in years to come. 
Keep it with your convention program and any other 
souvenirs which you may have picked up in Minne- 
apolis. For those delegates who are expected to make a 
report to their local and state associations, the report will 
be invaluable. The forty-fifth annual convention of the 
National Association of Master Plumbers is a thing of 
history. Keep it alive in future years by keeping your 
copy of this issue. 


Your Zolillor 
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NOW— 


YOU 


NEED “THIS FINEST PRODUCTION UNIT’’ 


“TOLEDO’’ No. 1000M PIPE MACHINE 


FOR CUTTING AND THREADING 14” TO 2” PIPE 


FILL OUT 


“The finest production unit on the market,”’ 
‘fone of the greatest labor and time savers,’’ “‘has 
more than paid for itself,’’ ‘“‘we have three and all 
doing good work,’’ and ‘‘the best investment we 
have made’’; such are a few expressions we have 
received from the hundreds of owners of the 


“‘Toledo” No. 1000M pipe machine. 


NEW LOW NET PRICE 


= 937522 = 


(West of Rockies $341.25) F.O. B. Toledo, O. 


Improved manufacturing facilities and quantity 
production have enabled us to produce new costs 
that make possible this new low net price for the 
finest 14 to 2-inch power pipe machine on the 
market. 


Instant change from cutting or threading, 10 
seconds to change die heads. Pipe is reamed as 
thread is cut and the edge bevelled as it is cut off. 
14-inch pipe threaded in 15 seconds, 2-inch in 28 
seconds and 14-inch pipe cut off in 6 seconds, 2-inch 
cut off in 20 seconds, Equipped with universal 
motor that operates from any ordinary lamp socket. 
Weighs but 450 pounds. It is complete with oil 
pump, dies, bushings, pipe support and an extra 
set of dies furnished without charge. 


Use the coupon and investigate now the merits 
of this remarkable machine, and how it will save 
AND MAIL for you. 


US THE COUPON 


NOW FOR 
COMPLETE 
DETAILS. 


When Results are Required Insist on 


“Toygpe 


THE \TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 
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‘““Manufacturer, to Wholesaler, to Master Plumber’”’ 
——the industry gets together 


ETTER understanding and a splendid spirit of 
co-operation between manufacturer, wholesaler 
and master plumber emerge conspicuously from 


the proceedings of the forty-fifth annua) convention of 


the National Association of Master Plumbers, They 
emerge as the most outstanding of the many advances 
which marked the three days’ deliberations drawing to 


a close the administration of President Albert J. Wilson. 


Signs of Progress 


The report of the National Trade Relations Com- 
mittee, which is reprinted in full in this issue with the 
discussions thereon; the address of Walter J. Kohler, 
representing the manufacturers interested in the ex- 
pansion of the Trade Extension Bureau’s activities; the 
mingling together and talking together in one convention 
hall of representatives of all three branches of the in- 
dustry—these are definite signs of better understanding 
and increased co-operation. They well justify the oft- 
repeated description of this convention—“the dawn of 
a new era in the plumbing industry.” 

Think for a moment of the concern which everyone 


has had in the past about the effect on distribution 


methods which the pressure of over-production and the 
growth of new forms of competition might have. Think 
for a moment of the many dire predictions which have 
been made about what was going to happen to this 


plumbing business. Then realize, in this new light of 


mutual understanding and co-operative effort, that our 
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industry has, without serious mishap, found its way 
through the many fogs which have surrounded all busi- 
ness and is on the road which leads to the success which 


harmony, mutual effort and sound business principles 


promise. 

Realize it because it is possible to see it in the fact 
that some of the largest manufacturers and wholesalers 
in the country sat with the master plumbers and joined 
in their discussions; in the fact that they definitely put 
themselves on record as believing in a distribution pro- 
gram which recognizes as the best system of marketing 
goods that of manufacturer to wholesaler to master 
plumber to public; in the fagt that they declared them- 
selves behind projects which have as their big aim the 
furthering of the interests of the master plumber. With 
such a promise the dream of a plumbing industry which 
Association of 


inspired the formation of a National 


Master Plumbers is no longer just a dream, It takes 


shape as an actuality. 


The Need for Co-operation 


Realize, too, that this splendid endorsement of the 


master plumber and his importance will find justifica- 
tion in the manner in which he lives up to the business 


standards it suggests. It gives the master plumber a 
lot. It asks back the same kind of co-operation and con- 
structive effort for upbuilding the industry better to 


serve the public. It assumes that the responsibility is in 


hands well qualified to have it. 








Minneapolis Marks Definite Advance 
in Lrade Relations 














Thomas F. Nolan, Albany, N. Y., newly elected president of National 
Association of Master Plumbers, and Jere Sheehan, Jr., St. Louis, Mo., 
newly elected vice president of the national association 





TTRACTING an attendance of three thousand 
eight hundred and sixty-two registered delegates, 
members, exhibitors and guests, of whom five 


hundred and thirty-seven were delegates entitled to vote, 
the forty-fifth annual convention of the National As- 
sociation of Master Plumbers was held in Minneapolis, 
Minn., June 21, 22 and 23. The new Minneapolis Audi- 
torium, opening its doors for the first time to any body 
of business men, offered splendid facilities for business 
meetings, for a lavish display of manufactured products 
and for entertainment. Hotel Radisson was convention 


headquarters. 
When the delegate or visitor arrived at Minneapolis, 


Retiring Presi- 
dent Albert J. 
Willson of San 

Francisco, Calif. 





he found that the city was awaiting him. The local 
association of master plumbers, working with William J. 
Lang, Chicago, had given the convention wide publicity 
and had made every possible arrangement for taking 
care of the convention visitor. Automobiles met all in- 
coming trains, transported visitors to their hotels and 


were always on hand to carry people from hotels to the 
Auditorium and back. Bands of Kohler Co. and of 
Standard Sanitary Mig. Co. paraded back and forth and 
their concerts were features of many occasions. 

Walking into the convention hall, the delegate found 


a ‘huge auditorium well ventilated aud with fine acoustic 
properties and capable of seating 12,000 people. At the 


rear of the hall was set up a model plumbing shop, de- 
signed by and in charge of the National Trade Extension 
Bureau. It was a most effective example of what a 
plumbing establishment can be, with its beautifully de- 
signed and frequently changed window displays, its at- 
tractive show or sales room and its modern, efficient 
shop. 

Directly under the hall was the largest display oi 
plumbing and heating fixtures, materials, specialties and 
tools ever assembled. The booths were beautiful, inter- 
esting and practical. Ninety-four manufacturers, repre- 
sented by hundreds of executives and salesmen, displayed 
their wares. 

This, then, was the setting for a convention in which 
better understanding and increased co-operation between 
the manufacturer, wholesaler and master plumber stood 
out conspicuously in the proceedings. Sitting on the stage 


of the convention hall when President Albert J. Wilson 
called the meeting to order on the opening day were 
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Walter J. Kohler, president of Kohler Co.; Theodore 
Ahrens, president of the Standard Sanitary Mfg. Co.; 
Charles K. Foster, executive vice president of American 
Radiator Co.; C. R. Crane II, assistant vice president of 
Crane Co.; Adolph Mueller, president of Mueller Co. ; 
William J. Woolley, president of Wolff Manufacturing 
Corp.; A. M. Maddock, president Thomas Maddock’s 
Sons Co.; Isidor Weil, president Central Supply Asso- 
ciation; W. E. McCollum, secretary Central Supply As- 
sociation; H. W. Seymour, general sales manager of 
Crane Co., Charles B. Nash, advertising manager of 
Standard Sanitary Mfg. Co., and E. C. Garrity, presi- 
dent National Plumbing & Heating Supply Co. 

This group represented some of the manufacturers and 
wholesalers there to express their wish to co-operate with 


the master plumber in making plumbing and heating a 




















trade relations committee, all 

tional presidents: E. D. Hornbrook, Kansas City, Mo., Frank 

B. Lasette, New York City, A. C. Eynon, Canton, Ohio, now 
treasurer of the national association 


Members of the past na- 


bigger and better business, Walter J, Kohler outlined 
the plans for expanding the activities of the National 
Trade Extension Bureau, as reported in full in another 
part of this issue, and was the spokesman throughout the 
meeting for the manufacturing and wholesaling branches 
of the industry. , 

Another outstanding and eagerly awaited report was 


that of the national trade relations committee, appointed 
during the last year by President Wilson and consisting 
of E. D. Hornbrook, chairman, Kansas City, Mo.; A. C. 
Eynon, Canton, Ohio, and Frank B. Lasette, New York 
City, all past presidents of the National Association of 
Master Plumbers, This report, published in full in this 
issue, offered definite recommendations to the Trade Ex- 
tension Bureau, to the manufacturer and wholesaler and 
to the national association and its members. It brought 
forth discussions on many paramount questions which 
have been before the industry of late and won the ap- 
proval of the convention on its various recommendations. 


The importance of this committee was recognized by the 
convention’s hearty endorsement of President Wilson's 
recommendation that it be made a permanent division 
of the association. 

This committee endorsed the Trade Extension Bu- 


reau’s campaign to expend $500,000 yearly, and defined 
the purposes for which this money should be spent, in 


its judgment. The convention concurred in a resolu- 
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tion, submitted by the St. Louis, Mo., delegation, which 
also endorsed the work of the Bureau and “permitted 
and advised” members to make individual contributions. 
Such contributions should be made through the national 


association, so that this body would have an accounting 
of all money given to the Bureau by its members, it was 
decided. The association itself voted the Bureau the 
usual $15,000, upon motion of Samued F. Wilson, 
Newark, N. J., a national director. 


The approval of the convention was expressed on 


master plumbers’ having sales and display rooms with 
“fixtures tagged and priced for fixtures only,” while a 
resolution of the Illinois Master Plumbers’ Association 
favoring the practice of wholesalers’ tagging fixtures in 
their sales rooms with a net price to the public was not 


concurred in, the resolutions committee’s belief that “it 


, re 
was not to the best interests of the trade to do so” being 
supported by the members. 

The convention did not concur in the resolution pre- 
sented by Illinois recommending a registration fee of 
$10.00 to go toward entertainment expense at a national 
convention, nor did it approve a resolution submitted by 
Missouri, which opposed a $10.00 registration fee but 
was in favor of the national association advancing any 
deficit in entertainment funds sustained by the city hold- 
ing the convention. 

The convention did not feel it necessary to give the 
board of directors any more power in regard to choosing 
the city in which future national conventions should be 
held, a matter which came up in an Lllinois resolution 
asking for an amendment to the by-laws which would 
give the directors the power to designate where the con- 
vention should go. The resolutions committee’s findings 
on this resolution were that the board of directors was 
already vested with sufficient authority in this regard 


and the committee did not concur in the resolution, an 
action sustained by the convention. 

The incoming administration was asked to look into 
the matter of a national slogan for the plumbing and 
heating industry for advertising purposes, as a result of 
a recommendation by the educational committee and a 
resolution submitted by the Pennsylvania association. The 
recommendation and the resolution asked that a contest 
or movement be started at once to get such a slogan, but 
the resolutions committee did not coneur in this, believ- 
ing that the matter should be left to the incoming admin- 


W. J. Flynn, New 
York City, chair- 


man resolutions 
committee 











46 DOMESTIC ENGINEERING 








MASSACHUSETTS—NEW YORK 
Top picture: James 8S, Cassedy, Cambridge, Mass., national 
director; Fred F. Fleishauer, manager of the Buffalo, N. Y., 
association; Frank J. Fee, New York City, past national presi- 
dent.—Bottom picture: Daniel G. Finnerty, Boston, Mass., the 
oldest living past national president; William Dechert, Buf- 
falo; Alex Auchinachie, Binghamton, N. Y. past state 
president 


istration. It did report, however, that it was a meritorious 
suggestion. 
Committee 
ship, apprenticeship, 
contained 


covering standardization, scholar- 
conference and educational work, 
various recommendations looking to the ad- 
vancement of these respective activities, on which the 
convention took action as later described. 

William J. Lang’s work of 
and exposition commended in President Wilson’s 
report, and a recommendation of the president that the 
incoming officers take steps to compensate Mr. Lang for 
his work, commensurately with the revenue obtained, was 


reports, 


managing the convention 
was 


acted upon favorably. 
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It was decided to contract for the services of an exec- 
utive clerk for five years, at a salary of $6,000 per year, 
power being given to the board of directors to suspend 
the clerk for good reasons, in which case the salary 
would be stopped during suspension. Patrick A. Mac- 
Kenna’s name was in the resolution asking for such action. 


The obligation of the association to help suffering 


humanity was recognized in its donation of $1,000 to the 
Red Cross relief fund for the Mississippi flood region. 
This was a signal for a number of states to contribute 
individually, and, counting state donations already made 


and those pledged at the convention, $4,595 in addition 
was raised. 


NOLAN AND SHEEHAN ELECTED 

HOMAS F. NOLAN, Albany, N. Y., will head the na- 
acs association for the coming year, his advancement 
from the office of vice president being the unanimous desire 
of the delegates as expressed in the convention’s instruc- 
tions to the secretary to cast one ballot for Mr. Nolan as 
president. Jere Sheehan, Jr., St. Louis, Mo., a national 
director and son of a former president of the National 
Association, was elected vice president. A. C. Eynon, 
Canton, Ohio, was renamed treasurer. Mr. Nolan ap- 
pointed Frank E. Schimpf, Albany, national secretary, and 
the convention endorsed his choice. 

The convention accepted the invitation of Memphis, 
Tenn., to hold the 1928 meeting at this city of the central 
south. Atlantic City, N. J., and Buffalo, N. Y., were in 
the race and much friendly rivalry ensued between ad- 
vocates for the respective cities. It was necessary finally 
to call for a vote, the delegates of each state filing before 
an election committee and expressing their preferences. 
Memphis won out. ; 

President Wilson appointed George F. Uber, Philadel- 
phia, one of the three surviving charter members of the 
National Association, judge of elections, and Mr. Uber, 
in turn, selected as tellers, William H. Ambrose, Phila- 
delphia, and A. C. Mylander, Baltimore, Md. These 
gentlemen officiated in the election of officers and in the 
choosing of the 1928 convention city. 








Some of the delegates and guests attending the convention 
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COMMITTEES 


RESIDENT WILSON appointed the following commit- 
P tees to take care of convention business: 

Auditing—Edward B. Kleine, Cincinnati, Ohio, chair- 
man; A. C. Mylander, Baltimore, Md.; Walter Klie, Cleve- 
land, Ohio; John J. Shanahan, Norfolk, Va.; James H. 
Lutz, Harrisburg, Pa. 

Credentials—F. C. Kuetemeyer, Milwaukee, Wis., chair- 
man; A, A. Taaffe, Newark, N. J.; Lawrence Stuffler, Los 
Angeles, Calif.; Jacob Isaacs, Louisville, Ky.; R. G. 
Thomas, San Antonio, Tex. 

Memorial—A. Selden Walker, East Orange, N. J., chair- 
man; Hunter Charlton, New Orleans, La.; F. P. Moss, 
Miami, Fla.; Roy Thompson, Tacoma, Wash.; Stephen 
Welch, New York, N. Y. 

Resolutions—wWilliam J. Flynn, New York, N. Y., chair- 
man; Charles A. Dreier, Chicago; Charles M. Swinnerton, 
Los Angeles, Calif.; Henry Ryffel, St. Louis, Mo.; Charles 
F. Peck, Greenfield, Mass. 

T. R. Gleason, Duluth, Minn., was sergeant-at-arms, and 
Joseph W. Cannon, Chicago, IIl., reading clerk. 


REPORT OF NATIONAL TRADE RELATIONS 
COMMITTEE 
HE complete report of the trade relations committee, 
as read by E. D. Hornbrook, chairman, follows: 

We, the undersigned, duly appointed by your national 
president, Albert J. Wilson, according to the authority 
vested in him by your by-laws and because of specific 
instructions issued to him by you in convention assembled 
at Louisville, Kentucky, in June, 1926, to act as your 
National Trade Relations Committee, do herein set down 
such facts and fundamental principles as give reason and 
cause for this committee’s existence and on which deci- 
sions arrived at and the recommendations offered were 
based. 

The inception of our industry saw only the artisan—the 
plumber who manufactured, disposed of and installed all 
plumbing material. He was then, and still is, the main 
body of our industry. With all due respect to the manu- 
facturer and the wholesaler who have performed wonders 
for the industry, yet they are but branches that live, grow 
and prosper by grace of the main body’s health. 

Sixty or seventy years ago as the industry grew, certain 
ones from within the ranks began to branch off and 
specialize in making material for the others in the craft 
to install. They were performing a legitimate function, 
hence the manufacturer was accepted. 

Growth in population, modern machinery, improved 
transportation, etc., enlarged the field of the manufacturer 
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until he felt the need of assistance in the distribution of 
his products. Hence the wholesaler was accepted. 

The reason a citizen buys plumbing for his home is that 
he desires to safeguard the health of his family. Any act 
within the industry that weakens the quality of plumbing 
material or installation reacts in a detrimental way to the 
public health. The manufacture, the distribution or the 
installation of plumbing material by or under incompetent 
supervision or by those who have no regard for the health 
of the public will react in a detrimental way to the 
plumbing industry as a whole. 

On all the mile-stones that mark the progress of civili- 
zation, ‘‘Plumber” is engraved well toward the top. 

The law of averages will show a percentage of unscrup- 
ulous persons in all branches of any industry. 

The National Association of Master Plumbers was 
formed in the early eighties to further the cause of better 
plumbing, that better health of the public might be main- 
tained, and to curtail the evil practices of the unscrup- 
ulous within our industry. 

The world war unsettled conditions. Families were 
broken up. Small businesses were given up. Organiza- 
tions of good mechanics melted over night. The unscrupu- 
lous became more unscrupulous. The faithful (in every 
industry) became patriotic to the exclusion of all else. At 








MINNESOTA 


Top row: W. W. Hughes, who did much to aid in perfecting 
convention arrangements, Geo. W. Hineline and Charles Wil- 
kins, general convention chairman. — Bottom row: Leo C, 
Hanson, O. P. Bahneman and O. G. Johnson, all of Minneapolis 


STR Ge Fak Come 


or 


2, 


pie 


Sac 


BM ie 


so een a 


2 SE Ie, 


~“s 
ae 








48 DOMESTIC ENGINEERING 


the close of the war conditions obtained in our industry 
that were inimical to the public health. It was thought 
that sanity would follow peace and things would adjust 
themselves as they were before the war, but the unscrupu- 
lous had a foothold. Conditions became worse instead of 
better. Hence the appointment of your committee. 

Keeping in mind that an industry that loses sight of its 
ideal is lost and that our industry’s chief reason for 
existence is to protect the health of the nation, we submit 
for your consideration the following results of our de- 
liberations: 

Recommendations to the Trade Extension Bureau 

The committee endorses the Trade Extension Bureau’s 
campaign for $500,000 per year, to be expended mainly as 
follows: 

First: For national advertising. 

Second: For extending the field service men in placing 
before the public the importance of the plumbing and 
heating industry to the health of the public and the nation, 
and how the public can be best served in this connection. 

Third: For the creating of a women’s department 
through the Women’s Auxiliary to the National Associa- 
tion of Master Plumbers for the advancement of sanitation 
and better plumbing in the home. 

Fourth: For the regular line of educational policies, a 
certain sum of the $500,000.00 to be set aside and a plan 
devised by members representing the National Association 
of Master Plumbers on the Trade Extension Bureau for 
state or zone lecture service. 

(At this point of reading, it was decided upon motion 
by Frank J. Fee, New York City, that while the report 
was being read time should be given for discussions of 
each point on which members would like to talk. When 
this was suggested, Mr. Hornbrook agreed that it was 
a good idea and took the opportunity to say that the as- 
sociation today was working in closer harmony than he 
has seen it function in his forty-five years of organization 
work. He stated that it was getting splendid co-operation 
from the manufacturers and wholesalers. ) 

Fifth: For extending the apprenticeship department 
along definite and practical lines. 

Sixth: To encourage further the master plumber to 
establish himself on the street and to have sales and 
display rooms with fixtures tagged and priced for fixtures 
only. 
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(In regard to this recommendation that the master 
plumber tag his fixtures and fixtures only with prices, 
Mr. Hornbrook said that the idea was that a plumber 
who could sell a fixture should be able to sell the installa- 
tion as well.) 

Seventh: Your committee recommends that the repre- 
sentatives of the National Association of Master Plumbers 
serving on the Board of Directors of Trade Extension 
Bureau, prepare and support a resolution whereby all 
members of the Trade Extension Bureau be requested to 
use a seal on all trade advertising, said seal to read, 
‘Member of Trade Extension Bureau,’’ and said seal to 
be furnished by Trade Extension Bureau. 


Eighth: We further recommend that our representa- 
tive be instructed to prepare and support a resolution (if 
not now a part in its by-laws) that eligibility to mem- 
bership shall be made in writing on a form application 
prepared by the Trade Extension Bureau stating the busi- 
ness in which they are engaged and other qualifications as 
may be required to become a member. Said application 
shall be signed by the officers of a corporation or by the 
leading members of a firm or individual business. 

A two-third vote of the directors present shall be re- 
quired for acceptance to membership. 

The committee discourages the following in connection 
with the Trade Extension Bureau. 

First: That all literature emanating from the Trade 
Extension Bureau, with the words “Merchant Plumber,”’ 
be eliminated. 
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George H. Drake, Buffalo, N. Y., chairman of standardization 
committee, with Mrs. Drake 


Second: The committee opposes the principle of advo- 
cating the policy of ‘‘Merchant Plumber Only.” 

Third: The committee opposes the plan of selling 
plumbing on the present-day installment plan, as prac- 
ticed by other business organizations. This is a matter 
for the individual to decide. 

Manufacturer and Wholesaler 

First: The committee recommends that all whole- 
salers of plumbing and heating supplies display in con- 
spicuous places in their store and show rooms a visible 
sign, ‘‘Wholesale Only.” 

(The convention registered vociferous approval of the 
recommendation to have the wholesaler visibly display 
a sign, “Wholesale Only.’””’ When this recommendation was 
read, Jere L. Murphy, New York City, national director, 
asked for the floor, saying that this was a most important 
subject. After expressing pleasure in seeing the large 
number of manufacturers present and in the “plain plumb- 
er’s talk” of Mr. Kohler, he started his talk with recalling 
the days in 1882 when he first started to serve his time. 

It was the custom then, he said, to sell plumbing ma- 
terials to any one who wanted them. Fixtures then were 
wood or cast iron, and not subject to the breakage that 
the modern fixtures of today are apt to incur. But with 
the advancement of plumbing science and the develop- 
ment of the type of fixture which is used today, he went 
on, installation became more and more important. Now, 
he said, he wanted to impress upon the manufacturers 
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that the average plumbing installation was 40 per cent 
labor, 10 per cent overhead, 28 per cent roughing-in ma- 
terials and 22 per cent fixtures. 

It was evident, then, Mr. Murphy said, that plumbing 
is highly technical. Many manufacturers, he stated, do 
not have the investment in business that is equal to the 
financing of a job in which 40 per cent is labor and only 
22 per cent fixtures. Indeed, Mr. Murphy went on, plumb- 
ers have been very good salesmen and servants for the 
manufacturer. He considered himself, he said, solely an 
agent for the manufacturer of plumbing materials. But, 
he said, he wanted to stress by these figures the fact that 
the plumber is not a non-entity in this plumbing business, 
but is just as important to the manufacturer and whole- 
saler as they are to him. 

He stated that he did not see how the manufacturer 
could improve on the plumber. He knew, he said, that 
the plumber was well qualified to run a successful busi- 
ness. He said the plumber was a salesman long before this 
new idea of selling became so widespread and that he 
had salesmen working for him. He claimed that every 
plumber was as good a judge of plumbing materials as 
was the man who made them, because the plumber works 
with them, installs them, sees them in operation and 
knows their weaknesses. 

He concluded with the wish that the manufacturers 
would mix with the plumbers more. He personally, he 
said, knew more about business conditions as a result of 
this meeting with manufacturers than he ever had before. 
He asked for closer co-operation between all branches. 

Mr. Kohler replied to Mr. Murphy by saying that it was 
because of the appreciation the manufacturers have of 
the important part the plumber plays that they are ad- 
vocating the Trade Extension Bureau campaign. There 
has, however, he pointed out, been a growth of direct-to- 
you houses, and the goods they have sold have been in- 
stalled. He told of the defective goods that come from 
some of these houses and stated that everyone wanted to 
prevent that kind of thing. In the past, Mr. Kohler said, 
there has not been enough close co-operation between 
the manufacturer and the plumber, but there will be in 
the future, he promised, and he felt that the exhibits of 
the various manufacturers were a practical demonstra- 
tion of this co-operation. 

Isidor Weil, president of the Central Supply Association, 
told of its efforts to interest the members in displaying 
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wholesale signs. He felt sure his members would use such 
signs. In order to prove the co-operation being received 
from the other branches, Mr. Hornbrook read a copy of a 
Central Supply Association bulletin to its members asking 
them if they were displaying a ‘‘Wholesale Only” sign and, 
if not, were they willing to display it? Forty wholesalers 
replied that they were displaying such a sign and two 
ordered it. Mr. Hornbrook felt that this showed a move- 
ment in the right direction on the part of the wholesalers.) 
The discourages the practice of 
their low-powered salesmanship in visiting . contractors 
and retailers. They are not acquainted with their sub- 
jects, and are quite an annoyance to the trade. 

Third: We encourage efforts along proper lines of in- 
teresting prospects and architects by explaining and dem- 
onstrating the merits of their goods. 

Fourth: The committee discourages manufacturers and 
wholesalers from furnishing engineering service in de- 
signing and compiling specifications for the in- 
stallation of plumbing and heating systems. The furnish- 
ing of this engineering service is the business of certified 
engineers and the plumbing and heating contractors. They 
are best qualified for this service and economic installa- 
tion. 

(President Desmond of New Jersey pointed out the im- 
portance of this suggestion, as many layouts submitted to 
contractors are not as good as those he could prepare him- 


Second: committee 


layouts 


self, and in case of mistakes the contractor must make 
good.) 
Fifth: Business ethics suggest manufacturer to whole- 


saler; wholesaler to plumbing and heating contractor and 
retailer. 


Sixth: The unethical practice of wholesalers submit- 
ting one price on plumbing and heating materials for 


competitive work before contract is awarded, and a lower 
price after contract has been Iel and without the knowl- 
edge of the successful contractor, arouses suspicion and 
destroys the judgment of the purchaser and the morale 
of business. 
National Association and Members 

First: On credit, the essential necessary to success is to 

establish a credit rating. It will minimize the pitfalls 
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which are prevalent in business practice, will act as a bal- 
ance wheel and prevent over-extension and compel us to 
think and analyze before arriving at a decision and not 
be carried away by delusions. This is a responsibility of 
the national association. 


Second: Our duty to our clients—the National Associa- 
tion of Master Plumbers must impress upon its mem- 


bers, whether by contract or oral understanding, that 


only highest principles of business be advocated. 

Third, and in conclusion: The committee desires to im- 
press upon the membership that plumbing is one of the 
most important factors in the march of civilization. The 
responsibility has been and will be in the future placed 
upon the doorstep of the National Association of Master 
Plumbers and its members. States, cities and villages are 
demanding of our trained minds perfect installation of 
plumbing to meet the economic demand of the public. 
The only way we, as members, can meet this responsibil- 
ity is to furnish, assemble and install all goods necessary 
for a sanitary installation. By this practice we will bring 
about a better understanding with the public and take 
our place in the business world as men who build up and 
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keep the wheels of progress in step with the march of 
civilization. 
E. D. Hornbrook, Chairman. 
A. C. Eynon. 
Frank B. Lasette. 


In summing up his report he stated, ‘‘We must sell the 
installation. That is our foundation stone and we are still 
there.”’ 

Frank J. Fee, New York, and Joseph G. Hayes, Indian- 
apolis, Ind., spoke briefly on the merits of this report, Mr. 
Fee advising the plumber to place himself before the pub- 
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Top row: Francis C. Dorsey, Baltimore, president Maryland 
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lic in the way his importance deserves and Mr. Hayes feel- 
ing that educating the young boy who is coming up into 
the industry will make him a better salesman and will 
eventually solve many of the vexing problems. John A. 
Quinn, Philadelphia, moved the acceptance of the report 
and concurrence in the recommendations, a motion which 
was seconded by John J. Calnan, Chicago, who said some 
members have forgotten the principles on which the or- 
ganization was founded. Approval was adopted unan- 
imously by the convention. The importance of this com- 
mittee’s report was attested by the interest it aroused. 


NOMINATIONS FOR VICE PRESIDENT 

ERE SHEEHAN, Jr., of St. Louis, Mo., was nominated 
J for vice president by A. C. Eynon, treasurer, of Canton, 
Ohio. Other members of the association who spoke in 
behalf of Mr. Sheehan’s nomination, were James S. Cas- 
sedy of Cambridge, Mass., Jere Murphy of New York 
City, Wilbur Dosher of Wilmington, N. C., William J. 
Lang of Chicago and Charles M. Swinnerton of Los An- 
geles, Calif. 

F. C. Kuetemeyer of Milwaukee, Wis., was nominated 
by George F. Reeke of Green Bay, Wis.. and Axel F. 
Peterson of St. Paul, Minn. John A. Quinn of Philadel- 
phia, was nominated by A. C. Mylander of Baltimore, 
Md., James H. Lutz, Jr., of Harrisburg, Pa., Maney J. 
Feeney of Philadelphia, and John H. Keane of Pittsburgh. 

Both Mr. Kuetemeyer and Mr. Quinn were given a 
great deal of credit for their association work but they 
both retired from the ballotting in favor of Mr. Sheehan, 
who was elected unanimously. 
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RESOLUTIONS COMMITTEE REPORTS 


[* A MOST efficient manner, William J. Flynn, New 
York City, chairman of the resolutions committee, 
reported on thirty-six resolutions. These resolutions really 
tell the convention story, and follow herewith with dis- 
cussions and action thereon: 


Directors Have Enough Authority 

Resolution No. 1 was submitted by the Illinois Master 
Plumbers’ Association :— ; 

“Whereas, the cities designated by the national conven- 
tion in which to hold the annual convention of the na- 
tional association are for various reasons not always 
suitable for this purpose, and 

“Whereas, we believe it would be more advantageous 
and economical if the selection of the city in which to 
hold national conventions were left to the discretion of 
the board of directors, therefore, be it 

“Resolved, that the first paragraph of Article VII, 
which reads:— 

““The annual meeting of this corporation, called na- 
tional convention, shall be held annually in June at such 
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Top row: Mrs. J. H. Lutz, Walter Lutz and Mrs. G, W. Palmer, 
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tion.—-Bottom row: J. H. Keane, secretary of the Pittsburgh 
association and P. G. Cass of Pittsburgh; Christian Bachofer, 
Paul R. Diller, John L. C. Bachofer, all of Reading; T. M. 
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place and such days in June as may be designated by the 
national convention. The board of directors may, by 
giving sixty days’ notice in writing to the different state 
and local associations, change the date of the annual 
meeting’—be amended to read as follows: 

“‘The annual meeting of this corporation called na- 
tional convention, shall be held annually in June as may 
be designated by the National board of directors.’ ”’ 

The committee did not concur in this resolution, feeling 
that the board of directors was already vested with all 
the authority required. The committee’s action was sus- 
tained by the convention. 


Turns Down $10 Registration Fee 
Resolution No. 2 was submitted by the Illinois Master 
Plumbers’ Association: — 
‘Whereas, it has been a practice for many years for the 
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local associations in which the national conventions are 
held to raise part of the funds for the entertainment of 
visiting delegates from manufacturers and jobbers of 
plumbing and heating supplies in their respective locality, 


and 

“Whereas, we believe this custom is undignified and 
detrimental to the best interests of the National Associa- 
tion of Master Plumbers, and furthermore believe that 
the expense of entertainment at national conventions 
should be borne by members of the national association 
who attend such conventions, therefore, be it 

“Resolved, that at future annual conventions of the 
National Association of Master Plumbers, a registration 
fee of $10 be paid by each delegate or member in attend- 
ance at such convention, the fund thus raised to go toward 
entertainment expense of the convention.”’ 

The resolutions committee concurred in this resolution, 
amending the last paragraph, where it reads “each dele- 
gate or member,” to “every adult male delegate, member 
or visitor,” and adding, “These funds are to be collected 
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by the national treasurer and paid to the association by 
vouchers audited by the auditing committee.”” The com- 
mittee’s reason for concurring in this resolution was that 
it believed it would spread the cost of a convention where 
it belongs and would dignify the master plumber. 
Discussion immediately ensued on this resolution, John 
E. Green, Detroit, Mich., being the first to speak against 
it. His argument in opposition to such a fee for entertain- 
ment was that a committee could not get up entertainment 
for which all would like to pay $10.00. Some like boxing, 
he thought; others do not, etc. Furthermore, he said, a 
repetition of the boxing match at the Minneapolis Audi- 


torium from which several thousand people were turned 
away because of the huge crowd would cause bad feeling 
among the delegates who had paid for such entertainment 
and then could not see it. 

A Pennsylvania delegate predicted that the passage of 
such a resolution would result in the smallest attendance 


at the next annual convention in the history of the asso- 
ciation. 
William J. Lang, Chicago, chairman of the convention 
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committee, spoke in favor of the resolution, saying that 
he had managed this convention and did not believe it a 
sound business principle to beg money from manufacturers 
and wholesalers. As far as he was concerned, he said, if 
the members would not pay the $10 for entertainment he 
would not beg for it. 

Mr. Flynn explained more fully the reasons behind the 
resolutions committee’s concurrence in this resolution. 
The members of the committee felt that if the cities 
which held conventions were relieved of the burden of 
entertainment expense, more cities would invite the asso- 
ciation to hold its convention with them. This, the com- 
mittee felt, would help association work by eventually 
getting the association’s influence in to cities in every 
section of the country. He asked the members to remem- 
ber that they were voting on a resolution which did not 
ask for money from the ladies, but merely for a sum from 
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each adult male to help defray expense for entertainment 
in which they all shared. 

William F. Hildeman, Chicago Heights, Ill., past presi- 
dent of the Illinois Master Plumbers’ Association, asked 
the members to consider the resolution from a business 
standpoint. Surely, he said, no one left home knowing 
within $10.00 what his expenses were going to be, so this 
would be no hardship. He said that Illinois had in mind 
the upbuilding of the trade in presenting this resolution 
at the suggestion of Mr. Lang, ‘‘who had put on the best 
convention ever held.’’ ‘“‘Stand on your own feet,” Mr. 
Hildeman urged. 

A. C. Mylander, Baltimore, Md., in opposing the resolu- 
tion, pointed out that members came to a convention for 
business, not for entertainment. ‘‘Let us not penalize those 
who come for business by charging them $10.00 before 
they even come on the convention floor.’’ 
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F. Luck, Watertown, S. D.; A. I. Olding, Redfield, S. D.; E. M. 

Engfer, Millband, S. D.; J. B. Moser, Aberdeen, S. D.; E. B.- 

Wagner, Watertown, S. D.; Harold Strand, Central Supply Co., 

Minneapolis.—Lower picture; R. J. Spriggs, and R, C. Spriggs, 

past state president, both of Grand Forks, N. D., and F. J. 
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President Wilson finally put the motion of the resolu- 
tions committee to concur in the resolution to a vote, and 
the ‘“‘No’s”’ had it by a large majority. 

Somewhat along the same line, Missouri had submitted 
a resolution, No. 14, opposing a registration fee for enter- 
tainment but being in favor of “the national association 
advancing the deficit to provide for the entertainment of 
the national convention in the event the city in which 
the convention is held is not able to do so.’””’ When this 
resolution came up in its numerical order, the resolutions 
committee reported non-concurrence, and the convention 
sustained its action. 


Does Not Concur in Tagging Fixtures 

Resolution No. 3 was also submitted by the Illinois 
Master Plumbers’ Association: 

“Resolved, that the Illinois Master Plumbers’ Associa- 
tion in convention assembled, go on record as favoring a 
resale price plainly marked on all plumbing fixtures on 
display in the salesrooms of the wholesalers, which will 
allow a fair margin of profit for the master plumber, and 
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OHIO 
Top picture: E. B. Kleine, G. E. Doench, M. R. Manley, all of 
Cincinnati, and J. M. McCarthy, secretary of Cincinnati asso- 
ciation.—Bottom row: W. F. Kirn of Akron, Eb. Ellen of 
Cleveland, secretary of Ohio association, and William Fischer 


of Columbus, past president of Ohio association 


that we also favor as a means of encouraging the sale of 
plumbing materials by the master plumber that all fix- 
tures on display in his store or salesroom be plainly marked 
with the retail price to the consumer. 

“And that a conference committee of five be appointed 
by the board of directors to confer with a like committee 
of the wholesalers to discuss matters of interest to the 
trade.”’ 

The resolutions committee treated each paragraph as u 
separate resolution. It did not concur in the first, relating 
to tagging fixtures, believing that it was to the best in- 
terests of the trade not to do so. There'‘was no discussion, 
and the convention supported the action of the committee. 

The committee did not concur in the second, either, re- 
lating to a conference committee, because the trade re- 
lations committee performs the same function. The con- 
vention agreed with the findings of the resolutions com- 
mittee. 
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Tries to Avoid Convention Date Conflicts 

Resolution No. 4 was presented by the Wisconsin Master 
Plumbers’ Association, in which it was pointed out that 
in the last several years the convention dates of Wiscon- 
sin, Illinois and Iowa have fallen in the same week. This 
has caused confusion and conflict in arranging convention 
programs and in scheduling speakers, so Wisconsin asked 
that “tthe board of directors of the national association 
consider the feasibility of designating the dates upon which 
adjacent states shall hold their conventions,” 

The resolutions committee amended this resolution to 
read that “the national director whose territory shall in- 
clude Wisconsin, Illinois and Iowa shall be directed to 
look this up and lend his efforts to reaching an amicable 
arrangement.’’ As such, the resolution was passed. 


Asks Speed in Publishing Convention Proceedings 


In resolution No. 5 the Wisconsin Master Plumbers’ 
Association, anxious to speed up the printing and distribu- 
tion of national convention proceedings, asked that ‘“‘the 
outgoing administrators and officers make all arrange- 
ments and contracts for the printing and mailing of the 
proceedings so that they may be in the hands of the mem- 
bers without any undue delay and so that the members 
may derive the benefits of the deliberations of the con- 


” 


vention at the earliest possible time. 

The resolutions committee felt that the incoming ad- 
ministration had the same facilities for getting this work 
out as the outgoing, and that such a change in procedure 
might cause confusion in the finances involved, so it did 
not concur and asked the convention to agree with it. 
When Joseph E. Brah, Milwaukee, Wis., asked why it was 
necessary to wait until December each year for these pro- 
ceedings and stated that something should be done to 
Flynn replied that the 
believed 
merely that the incoming admiuistration could handle the 
job as quickly as the outgoing. The committee’s decision 


expedite their distribution, Mr. 


committee was not ruling on a criticism but 


was concurred in by the convention, 
Against Field Man for National 
Resolution No. 6 was one presented by the Pennsylvania 
State Master Plumbers in which it re- 
quested the national association ‘‘to approve the appoint- 


Association of 


ment of one or more field men whose duty shall be the 








MICHIGAN 


Top picture: P. A. Ranp, C. A. Fisher, Benjamin Powers and 

P. F, Schmidt, all of Grand Rapids.—Lower picture: A. Roosa, 

W. G. Miller, president of Detroit association, R. N. Sunquest 
and E. tenn, all of Detroit 
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MISSOURI 
Upper picture: V. L. Sheldon, St. Louis, director of the Na- 
tional Trade Extension Bureau; Mrs. J. F. Wilsonholme, and 
J. F. Wilsonholme, president of the St. Louis County Associa- 
tion.—Middle row: Gene Gartland, W. L. Clucas, A. B. Mel- 
ville, all of St. Louis.—Bottom row: E. M. McLundie, Edw. 
Monteath, both of St. Louis, and E. J. Blake, executive secre- 
tary of the St, Louis association 


solicitation of members and the forming of new locals, 
their time to be allotted pro rata to the various state 
associations according to the per capita tax paid. Each 
state president shall be informed in advance what portion 
of the year the field man will operate in his state and dur- 
ing that time the field man shall be under the direct super- 


vision and guidance of the officers of the state where he 
is to spend his services for the time allotted.” 

The committee did not concur, saying that this was 
purely a state function, and, with no discussion, the con- 
vention sustained its action. 

National Slogan Referred to Incoming Administration 

Resolution No. 7 was submitted by the Pennsylvania 


State Association of Master Plumbers: 

“Whereas, the idea of a national slogan for our associa- 
tion, similar in effect to “Say It With Flowers,’’ was fully 
outlined in an essay by Robert H. Pflug-Felder of Penn- 
sylvania, presented in Portland in 1925, and 

‘“‘Whereas, this thought of a national slogan was favor- 
ably received at the Portland convention and referred to 
the incoming board of directors without any actions result- 
ing, therefore be it 

“Resolved, that the Pennsylvania State Association pe- 
tition the national association to start a movement for 
the selection of a national slogan, that a suitable prize be 
offered for the best slogan suggested, that a committee of 
five be selected to make the selection and award the prize, 
and that immediately thereafter the slogan be framed up 
in a suitable peculiar style of script or type, that the 
wording and the design be copyrighted, that the national 
association order at once 20,000 copies of the slogan for 
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INDIANA 


Top row: F, G. Christman of Terre Haute, J. A. Gallivan of 

Muncie, H. H. Kretsch of Indianapolis—Middle row: J. G. 

Hayes of Indianapolis, and W. Newman of Evansville—Bot- 

tom row: D. R. Ramsey of Indianapolis, and Mrs. and Mr. F. J. 
Schad of East Chicago 


window transfers, that one copy of the completed trans- 
fers be sent to each member of the national association, 
free of cost, together with suitable printed matter urging 
its widespread, universal use on the window of every 
plumbing establishment and that additional copies of the 
transfers be sold through the national association to mem- 
bers only at or near the cost, and that the national asso- 
ciation use all possible means to cause universal use of 
the national slogan. 


This resolution covered the same ground that a ree- 
The 
educational committee’s recommendation, which was taken 


ommendation of the educational committee covered. 


up as resolution No. 34, was considered at the same time 
as this resolution No. 7. Don Holt, Sioux City, Ia., chair- 
man of the educational committee, said that the purpose 
of his committee was to foster better relations between the 
public and those engaged in the plumbing business. This 
proposed slogan is one of the means for doing so, in the 
educational committee’s opinion, and Mr. Holt, therefore, 
urged the adoption of the resolution asking that the asso- 
ciation get a contest started at once to select a suitable 
slogan, 

Robert H. Pflug-Felder, Philadelphia, Pa., a member of 
the educational committee, read a carefully prepared essay 
in which he traced the contribution to civilization which 
the plumber has made and advocated strongly ‘‘telling the 
world’”’ about it. He particularly urged the adoption of a 
national slogan. 

The resolutions committee did not concur in the res- 
olution as presented but recommended that the incoming 
administration take suitable action in regard to a slogan, 


feeling that the idea was a good The convention 
concurred in the committee’s recommendation. 


one, 
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Asks Manufacturers To Rate’ Boilers More Efficiently 

Resolution No. 8 was submitted by the Michigan State 
Association of Master Plumbers in which the national 
association was asked ‘“‘to use its best efforts and influence 
to have the manufacturers of heating boilers rate their 
boilers at their capacity by test as to what load they will 
carry by different firing periods.”’ 

The resolutions committee, while it did not coneur in 
the resolution, approved the principle and believed it 
should be referred to the standardization committee. It 
was so ordered, 


Does Not Favor a National Speakers’ Bureau 
Resolution No. 9, submitted by the Master 
Association of Connecticut, 


Plumbers’ 
Inc., was covered in resolu 
tion No. 35, which was a recommendation by the educa 
tional committee that the convention approve its suggestion 
for a national speakers’ bureau and instruct the incoming 
board of directors to proceed immediately with its ac- 
complishment under the general supervision of the educa- 
tional committee. 

The formation of a national speakers’ bureau was an- 
other means by which better relations between the public 
and those in the plumbing industry could be fostered, in 
the opinion of the educational committee as reported by 
Don Holt, chairman. It was the idea of Mr. Holt that such 
a speakers’ bureau be composed of manufacturers, whole 
salers and master plumbers who would be available for 
addressing meetings where the gospel of better plumbing 
could be spread. Data could be supplied by the Trade Ex- 
tension Bureau for the addresses, and Mr. Holt felt that 
there would be considerable publicity value in talks on 
membership, standardization, stream pollution and other 
subjects which could be prepared. These talks would be 
confined to facts and would not be used by the speakers 
for airing personal opinions. The country would be zoned, 
a speaker would be selected for each zone and this would 
make it possible to grasp any opportunity anywhere in the 
United States to talk plumbing. 

The resolutions committee did not concur, however, be- 
lieving that this kind of work is fully covered by the Trade 
Extension Bureau and its staff and by activities of local 
associations throughout the country. The convention ap 
proved of the resolutions committee’s decision. 





NEW YORK—MASSACHUSETTS 


Top picture: James Larkin, Rome, N, Y.; T. F. Nolan, Albany, 

N. Y¥., president of the National Association; John R, Harper, 

Rome, N. Y.; T. M. Hennessey, Oswego, N. ¥.—Bottom picture: 

J. Preston Perham, Boston, Mass., state treasurer, and Wallace 
T. Wordell, Taunton, Mass., past state president 
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Favors Sale of Gas Appliances Through This Industry 
Resolution No. 10 was presented by the Master Plumb- 


ers’ Association of Connecticut, Inc., pointing out that 


“in view of the fact that gas is becoming more universally 
used each day for fuel purposes and domestic appli- 
ances, the national association should go on record as 
favoring that the sale and installation of these appliances 
be made by or through the plumbing and heating con- 
tractor, for the mutual benefit of the gas companies and 
the plumbing and heating contractor.” 

The resolutions committee reported its belief that this 
resolution was meritorious but not complete, and so did 
not concur in it. It felt, however, that every local asso- 
ciation should make every effort to control for the plumb- 
ing and heating contractor the installation of gas appli- 
ances and should work toward proper legislation assuring 
this accomplishment. The convention approved of the com- 
mittee’s report. 


Decides State Convention Exhibits Were State Affair 

Resolution No. 11 was also presented by Connecticut, 
requesting the endorsement of the national association 
on state convention exhibits, ‘‘where they are conducted 
on the budget plan and under the direct management of 





s 


MARYLAND 
weft to right: Mrs. EK. F. Ritterhoff, John J. Carry, C. H. 
Appel and S, E, Houck, all of Baltimore 


the association for the mutual interest of the manufac- 
turer, wholesaler and master plumber.”’ The resolution 
asked that the national association use its good offices in 
having a mutual understanding on such exhibits with the 
Eastern and Central Supply Associations. 

The resolutions committee did not believe that this mat- 
ter was a national question, but should be handled by the 
separate states, and, therefore, did not concur in the reso- 
lution. The convention approved the committee’s findings. 

No Increase in Per Capita Tax 

Resolution No. 12, submitted by Connecticut, was 
against any increase in the per capita tax of 1927-1928 
over that of 1926-1927, and the resolutions committee 
concurred in it. It was so ordered. 

Agreements with Journeymen 

Resolution No. 13, submitted by the North Hudson, N. 
J., Master Plumbers’ Association, was believed by the res- 
olutions committee to be impractical in its working and 


was not concurred in by the convention. It had to do with 





NEBRASKA—CONNECTICUT—OKLAHOMA 


Left to right: Mrs. Axel Benson, Grand Island, Nebr.; George 
Wigglesworth, Howard F. Bryant, Bridgeport, Conn., a past 
state president; C. H. Knapp, Sound Beach, Conn., and C. T. 
Isaacs, Wewoka, Okla. 
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OHIO—NORTH CAROLINA 


Top picture: C. Carpenter, A. W. Baum, and C. R. Baechel, all 
of Canton.—Middle picture: C. W. Wilson, N. J. Little and 
William Rowland, all of Youngstown.—Bottom picture: Mr. 
and Mrs. T. J. Graham of Toledo, Henry E. Longley, national 


director and past national president, and W. R. Dosher, past 
national secretary, both of Wilmington, N. C. 


agreements or contracts between master plumbers’ asso- 
ciations and journeymen’s associations. Such agreements 
expire at different dates throughout the United States and 
the North Hudson plumbers, in this resolution, advocated 


a plan which would terminate them all on December 31, 


each year. 

Resolution No. 15, presented by Missouri, was practi- 
cally the same as resolution No. 1, giving the board of 
directors authority to change the selection of the city to 
which the convention is voted if such a change might be 
for the best interest of the association. It took the same 


course as the first resolution. 


Endorses Trade Extension Bureau’s Work 

Resolution No. 16 was submitted by the St. Louis, Mo., 
delegation: 

“Whereas, the National Trade Extension Bureau, 
through the work it is doing to upbuild the status of the 
master plumbers, is worthy of support, and, 

“Whereas, it is recognized that the master plumber is 
largely benefited by its services, 

“Now, Therefore, Be It Resolved, that this body go on 
record as endorsing the work of the National Trade Ex- 
tension Bureau and, as a mark of our endorsement in addi- 
tion to our regular monetary support as local, state and 
national associations, do permit and advise our members to 
make such individual contributions to the funds of the 
National Trade Extension Bureau as they may deem 
fitting.’’ 

Walter J. Kohler, president of Kohler Co., spoke fully 
on the industry’s plans for expanding the activities of the 
National Trade Extension Bureau. His report will be 
found in another section of this issue, but in brief he ex- 
plained the purposes for which the $500,000 a year will 
be expended. He announced that $300,000 had been raised 
to date, but, in spite of the fact that the goal is not 
reached, they will go ahead with the money at hand. 
(Continued on Page 122) 
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Looking down into the 

T. E. B. model store 

from the balcony of 
the auditorium 


Klaborate Exposition 


ers, wholesalers and master plumbers, the exposition 

held in conjunction with the National convention was 
the best, most elaborate and most successful ever held 
by the association. When the exhibitors arrived on the 
scene, arrangements were going forward in perfect order, 
and each booth was decorated by the convention com- 
mittee in the convention colors, apple green and purple. 


Names of the companies exhibiting were placed at the top 
of every booth, and, with strenuous efforts, the men in 
charge of the exhibits prepared for the invasion of the 
convention throngs. 

An unusual and interesting part of the exposition was 
the interest which the people of Minneapolis took in it. 
Throngs of people not connected in any way with the 
plumbing or heating industry surged through the exhibit 
hall day and night, many showing an intelligent interest 
in the products shown. The result will undoubtedly be 
that, in the future, cities who plan to play host to the 
National convention will look to the Minneapolis exposi- 
tion for a criterion, and everyone feels that much can 
be learned from their experiences there. 

Too much credit for the 
success of the exposition could 
hardly be given to William 
J. Lang, of Chicago, National 
director and chairman of the 
exposition bureau of the con- 


vention, Able assistance was 
rendered Mr. Lang by the ex- 
Position committee of the 
Minneapolis local association. 
This latter committee was in 
charge of Charles Wilkins, 
general chairman, and was 
composed of Warren F. Chap- 
man, Louis H. Johnson, H. 
Merwin Porter, Harvey W. 
Strader and William W. 
Hughes. Almost from the time 


J ers wn from the opinions expressed by manufactur- 
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the Louisville convention was over, Mr. Lang began prepa- 
rations for the Minneapolis exposition, and the smooth- 
ness with which the affair was run off showed the many 
months of careful and logical planning. When the Minne- 
apolis committee was appointed, it went to work with Mr. 
Lang, and the result was the consummation of the untiring 
efforts of all of these men. 


American Brass Co, 


The interior of a dummy wall, showing a brass pipe 
joint among the laths, was the feature of the exhibit 
maintained by the American Brass Co., Waterbury, Conn, 
In the center of the booth, a three-color electric sign 
showed a plumber holding a length of brass pipe, with the 
company’s trade mark beneath. Several pieces of brass 
pipe were on display, and the following were on hand 
to explain the advantages of a brass pipe installation: W. 
H. Dowd of Waterbury, H. G. Wallis and J. R. Lamb, both 
of Kenosha, and W. D. Martin, Jr., of Buffalo. 


American Radiator Co. 

The two booths of the American Radiator Co., Buffalo, 
N. Y., were filled with an interesting exhibit of that com- 
pany’s products. A series of 
radiators, a round boiler, a 
heater for the small home hot 
water system, coal and gas 
hot water heaters were the 
products on display. Several 
advertising cut-outs for heat- 
ing contractors were attrac- 
tively arranged, as well as 
several posters for window 
display purposes. John J. 
Ney, assistant manager of the 


Minnesota branch, was in 
charge of the exhibit and was 
assisted by the following of 
the personnel of the Minne- 
sota branch: M. L. Somers, 
model store C. H. Bevington, Charles S. 


E. B. 
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Forbes, W. D. Beehler and C. R. Bredeson. The company 
was also represented at the convention by Charles K. 
Foster, executive vice-president, William M. Scudder, as- 
sistant to the vice-president, Percy Seward, special 
representative, A. M. Wagner, manager of the Minnesota 
branch, and F. B. Tompkins. 

Bell & Gossett Co. 

An illuminated sign showing the operation of its water 
heating system was the feature of the booth of the Bell 
& Gossett Co., Chicago. The sign showed the cycle of 
water from the time it comes in from the city main until 
it returns through the circulation pipes back to the heater. 
Other different types and sizes of the company’s water 
heaters were also on display. The booth was in charge of 
E. J. Gossett and C. E. Pullum. 


The Black & Decker Mfg. Co. 

Electric drills, hole saws, and the other electric tools 
made by the Black & Decker Mfg. Co., Towson, Md., were 
demonstrated in that company’s exhibit in actual opera- 
tion. The booth attracted many who were interested in 
seeing the drills cut through stone blocks, and the electric 
tappers chipping the stone. In the center of the back- 
ground of the booth was a life-size photograph of a 
plumber holding one of the company’s drills. The follow- 
ing were representing the company in the exhibit: W. C. 
Allen, sales supervisor; R. D. Black, advertising manager; 
R. E. Mizener, T. H. Belling, W. F. Fryburg, J. F. Apsey, 
E. H. Federschmidt, W. L. Poynter, E. L. Mullen and A. 
C. Netwig. 

Blake Specialty Co. 

John Heinkel, president of the Blake Specialty Co., 

Rock Island, Ill., was in that company’s booth to greet 




















William 


Fryburg, 
E. H. Feder- 
schmidt, Arthur Netwig, Robert Black, R. Mizener, William 
Allen and J. F. Apsey, Jr., all of Black & Decker Mfg. Co., 


Towson, Md. 


Top picture: Theodore Belling, W. F. 


Poynter and Edward Mullen.—Bottom picture: 


his friends and show the company’s line to all those in- 
This line consisted of shower and roof drains, 
He was assisted by William 


terested. 
grease traps and specialties. 
O’Neill, Jr., architectural department; George 
Quest, manager of the Waterloo, Iowa, branch plant; 
P. J. Schmitz, secretary and treasurer, as well as several 
of the company’s territorial representatives, 

Blue Seal Chemical Co. 

Drain pipe solvent, boiler liquid and enamel cleaner of 
its manufacture was shown in the attractive booth of the 
Blue Seal Chemical Co., Roselle, N. J. As usual, the 
crowds in the exhibit hall were supplied with ice cream 
by the company, and souvenirs of fly swatters and can 


service 
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openers were also distributed. Announcement was made 
of the winners of the company’s window display contest 
which had nation-wide interest. The first five prize winners 
in order are: Pray Brothers, Ft. Dodge, Iowa; George Mc- 
Voy, Plainview, N. J.; William Delhagen, Paterson, N. J.; 
J. H. Stebbins Plumbing Co., Waterloo, Iowa; William C. 
Maunz, Buffalo, N. Y. The other prize winners are being 
published in another section of this issue. S. G. Wetzler, 
president of the company, and John Mitchell were in 


charge of the booth. 





Top picture: Walter J. Kohler, president, Kohler Co., Kohler, 
Wis.—Picture at left: A. B. Pierce, vice president and gen- 
eral manager of N. O. Nelson Mfg. Co., St. Louis, Mo., and 
treasurer of the Trade Extension Bureau.—Picture at right: 
H,. W. Seymour, general manager of sales, Crane Co., Chicago. 
—Lower picture: Isidor Weil, president, and W. E. MeCollum, 
secretary, Central Supply Association, Chicago 


Norman Boosey Mfg. Co. 

Seepage drainage traps and floor drains, back-pressure 
traps and valves were shown by the Norman Boosey Mfg. 
Co., Detroit, Mich. Norman Boosey, president of the com- 
pany, was in charge and was assisted by L. N. Boosey. 

. Borden Co. 

Pipe threading and cutting equipment and power drives 
of the company’s manufacture were on display in the booth 
of the Borden Co., Warren, Ohio. These machines were 
in practical demonstration by V. M. Gaspar and G. W. 
Phelps. The company also distributed signs for plumbers’ 
shops concerning the practice of lending tools. 

Bridgeport Brass Co. 

One of the flush valves of the Bridgeport Brass Co., 
Bridgeport, Conn., was held constantly open during the 
convention, and attracted unusual interest to that com- 
pany’s exhibit. On a revolving pedestal on the opposite 
side of the booth was shown a closet with a concealed, 
foot-operated flush valve. The company’s new line of brass 
fittings and several lengths of brass pipe were also shown, 
and an automatic machine showed copies of some of the 
company’s advertisements. Stephen P. Hackley of Bridge- 
port, manager of the jobbing division, was in charge 
of the booth. He was assisted by Lewis W. Grout of 
Bridgeport, Curtis H. Barker of Bridgeport and Hale J. 
Denny of Chicago. 

Wm. Bros Boiler & Mfg. Co. 

A large copper tube, residential steam and hot water 

boiler was the feature of the exhibit maintained by the 
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BLACK & DECKER MFG. CO 





The photos on this page ure exhibits maintained by the following manufacturers:—Top row: The American Radiator Co., 
Buffalo, N. Y¥.; Thomas Maddock’s Sons Co., Trenton, N. J.—Second row: The Black & Decker Mfg. Co., Towson, Md.; The 
Chicago Pump Co., Chicago.—Third row: Robbins, Gamwell & Co., Pittsfield, Mass.; The Wolverine Brass Works, Grand 
Rapids, Mich—Bottom row: The Lyon Metallic Mfg. Co. Aurora, Ill; The Pittsburg Water Heater Co., Pittsburgh, Pa. 
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Wm. Bros Boiler & Mfg. Co., Minneapolis, Minn. The 
booth also had several interesting models of water tube 
and fire box boilers as well as a model grate. R. J. Bros, 
B. M. Bros, George Truax and Fred Schernbeck represented 
the company in the booth. 

Brunswick-Balke-Collender Co. 

A phonograph in constant operation attracted attention 
to the exhibit of the Brunswick-Balke-Collender Co., Chi- 
cago, where the visitors saw a display of closet seats. An 
interesting feature of the display was a series of rough 
sections of the company’s seats showing the processes of 
manufacture. E. W. Aubinger, manager of the seat di- 
vision, was in charge of the exhibit, and F. B. Hackett, of 
Chicago, F. M. Wilcox, of Atlanta, Ga., J. F. O’Hara, of 
Minneapolis, were also in the booth. 

Campbell Tanks, Inc. 

W. B. Campbell, president of Campbell Tanks, Inc., 
Nashville, Tenn., was in charge of the booth of that com- 
pany. He was assisted by Paul Williams the vice-president, 








Top picture: Wm. Redieske, C. E. Young, sales manager, R. 
J. Shank, W. E. Blair, Jr., and W. C. Shanley, all of Imperial 
Brass Mfg. Co., Chicage.—Second picture: D. Coleman, W.- 
Vosper, C. Brokaw and 8S. S. Thornberry, all of Toledo Pipe 
Threading Machine Co., Toledo, Ohio.—Third picture: Harold 
A. Cross, F. P. Logan and John D. Smith, all of United States 
Sanitary Mfg. Co., Pittsburgh, Pa.—Bottom picture: William 
D. Martin, Jr.. Harry G, Wallis, J. R. Lamb and W. Harold 


Dowd, all of American Brass Co., Waterbury, Conn. 


and E. Shields. The company’s display was a glass-front 
closet tank which demonstrated the features of the fixture. 
Carter-Mayhew Mfg. Co. 

The Pre-Cooler Division of the Carter-Mayhew Mfg. Co., 
Minneapolis, Minn., showed its line of water coolers. One 
cooler in skeleton sections demonstrated the pre-cooling 
methods used. Another skeleton showed how the standard 
cooler works, and demonstrated how small an amount of 
ice is needed to cool a large quantity of water. M. A. 
Pocock, manager, H. C. Ridley and S. G. Von Stocker 
were in charge of the display. 


W. A, Case & Son Mfg. Co. 
Henry Kenning of Buffalo and George A. Lutz of Chi- 
cago were in charge of the booth of the W. A. Case & Son 


Mfg. Co., Buffalo, N. Y. The feature of the display was 
the one piece closet combination of the company’s manu- 
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facture under water pressure. Several colored seats, and 
photographs of prominent buildings, where the company’s 
closet is installed, were also in the booth. 








William J. Lang 
General Chairman of Exhibits and 
Convention 


The Central Foundry Co. 

A display of vent, revent and drainage fittings was the 
feature of the booth of the Central Foundry Co., New 
York City. Henry Hoeltge, advertising manager, was in 
charge of the booth and J. J. Crotty, the company’s vice- 
president, was also in attendance. 

Central Tube Co. 

Ash trays were passed out as souvenirs by the Central 
Tube Co., Pittsburgh, Pa. The exhibit showed samples of 
all the standard pipe made by the company, displaying 
coils, bends and running threads. A large electrically 
operated wheel was used to display fairly short lengths of 
pipe. The booth was in charge of D. M. Cooper, Jr. spe- 
cial representative, and David Smythe of Pittsburgh. 

The Chamberlain Co. 
, J. R, Dulany, president of the Chamberlain Co., Pitts- 
burgh, Pa., was in charge of his company’s exhibit of 


drain pipe solvent, enamel cleaner and boiler compound. 
He was assisted by T. H. Gunning and H. E. Heinz, both 
of Pittsburgh. The company distributed prizes. 


Chemical Toilet Corp. 
A full-size residential type septic tank was on display 


in the booth of the Chemical Toilet Corp., Syracuse, N. 
Y. Literature on the subject of sanitation in unsewered 


districts was passed out by George E. Robertson, western 
manager, and W. E. Jaquith, treasurer. 





Left to right: C. B. Nash, advertising manager; E. J. Hart- 
man, Henry Nufer, C. H. Dean, H. W. Munroe, all of Standard 
Sanitary Mfg. Co., Pittsburgh, Pa. 
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The manufacturers whose exhibits are represented on this page are as follows:—Top row: Crane Co., Chicago; The Na- 
td tional Tube Co., Pittsburgh, Pa.—Second row: The Nye Tool & Machine Works, Chicago; The Republic Brass Co., Cleve- 


' _, 
U land, Ohio.—Third row: Stringer Bros. Co., Inc., Chieago; The Kewanee Boiler Co., Kewanee, IL—Bottom row: The Josam 
Mfx. Co., Cleveland, Ohio; the J. A. Zurn Mie. Co. Erie, Pa. 
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Among those manufacturers who maintained exhibits at the exposition, the pictures of which appear on this page are the 

following :—Top row: The Bridgeport Brass Co., Bridgeport, Conn.; The Richardson & Boynton Co., New York City.— 

Second row: James B. Clow & Sons, Chicago; The Blake Specialty Co., Rock Island, Ill.—Third row: The Sloan Valve Co., 

Chicago; Mueller Co., Decatur, Ill.—Bottom row: The Norman Boosey Mfg. Co., Detroit Mich.; The Chicago Pottery Co., 
Chicago 
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5 Chicago Faucet Co. 

The Chicago Faucet Co., Chicago, displayed its entire 
line in its booth, including its concealed valve faucet and 
new waste. The brass goods were displayed in black velvet 
lined compartments with flood lights in the top. Souvenirs 
of clothes brushes were distributed while the supply lasted. 
The company was represented by A. C. Brown, president, 
E, E. Brown, secretary, G. C. Freeman, sales manager, H. 
BE, Agness, Twin Cities representative, and Joseph Barden 
of Minneapolis. 

Chicago Pipethread Machine Co. 

A pipe threading machine under power and in opera- 
tion was shown by the Chicago Pipethread Machine Co., 
Racine, Wis. The company also showed an extensive ex- 
hibit of all classes and kinds of pipe and bolt threading. 


The booth was in charge of L. H. Taylor, president of the 

company, who was assisted by J. Eberlein, field engineer, 
and Charles Rasmussen, all of Racine. 
Chicago Pottery Co. 

T. H. Harker, vice-president of the Chicago Pottery 

Co., Chicago, was in charge of that company’s booth, and 








Top row: P. R. Mork, New York manager and H. W. Seymour, 
general sales manager, Crane Co., Chicago; Bruce Fulton of 
Standard Sanitary Mfg. Co., Chicago; H. F. Potter and E. F. 
Olsen, both of Crane Co., Chicago.—Middle row: C. 8. O’Brien, 
Duluth, Minn., manager, W. K. Glen, advertising manager, 
Chieago, and C. D. Rye, Minneapolis manager, both of Crane 
Co.; L. P. Ordway, vice president of Crane Co. of Minnesota.— 
Bottom row: A group of Crane Co, representatives 


was assisted by C. R. Palmer. They showed that com- 
pany’s line of lavatories and closet combinations. Around 
the booth were shown photographs of the company’s plant 


and its Chicago showroom. 


Chicago Pump Co. 

The Chicago Pump Co., Chicago, had a completely 
equipped sewage ejector in actual operation, with 2 plat- 
form by which interested parties could climb up to see 
the operation of the ejector. A bilge pump was also dis- 
played under the supervision of John Mannion, advertis- 
ing and sales manager, who was assisted by M. I. Weil, 
president, Stephen Swisher of Milwaukee and T. T. Cash 
of Minneapolis. 

Cc. F. Church Mfg. Co. 

A display of white and black closet seats of the com- 
pany’s manufacture was shown by the C. F. Church Mfg. 
Co., Holyoke, Mass. W. W. Baer, manager of the Chicago 
office, and W. J. O’Connor, also of Chicago, were on hand 
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to distribute literature showing how master plumbers 
could merchandise to better advantage. 


Cleveland Gas Burner & Appliance Co. 


A row of patented jet gas burners in constant operation 
was the feature of the display of the Cleveland Gas 
Burner & Appliance Co., Cleveland, Ohio. The exhibit 








Top row: E. J. Bitzer, E. B, Lane, William Devine and C. 
O. Lippy, all of Thos, Maddock’s Sons Co., Trenton, N. J— 
Lower row: E. C. Garrity of National Plumbing & Heating 


Supply Co., Chieagoe and A. M. Maddock of Thos. Maddock’s 
Sons Co. 


included a majority of the different types of burners manu- 
factured by the company, and which were connected to 
show the principles of construction as well as the opera- 
tion of the burners. Harry E. Kerr, president, and Ira E. 
Baker, secretary, were in attendance. 


SR RR 


__ 





W. J. Spillane and R. C. Flinder, both of James B. Clow & 
Sons, Chicago 


James B, Clow & Sons 
James B. Clow & Sons, Chicago, had their display con- 
centrated on plumbing specialties for school and hospital 
work. Actual closets for hospitals were shown, and a new 
type of advertising, enlarged cut-out photographs in il- 
luminated frames, showed some of the rest of the hospital 
and school plumbing apparatus. A large set of cut-outs 
in the center of the booth showed some of the schools 
and hospitals where Clow products have been installed. 
The booth was attended by W. J. Spillane, sales manager, 
R. C. Flinder, Chicago city manager, and J. F. Whalen, 
Minneapolis manager. 
Allan J. Coleman 
Allan J. Coleman, whose place of business is Chi- 
cago, was on hand in his booth and gave out pencils, 





Exhibits Set New Beauty Standards 





The following manufacturers maintained the exhibits shown on this page:—Top row: The Standard Sanitary Mfg. Co., 

Pittsburgh, Pa.; The Wolff Mfg. Corp., Chicago.—Second row: The Woodward-Wanger Co., Philadelphia, Pa.; The EverHot 

Heater Sales Co., Detroit, Mich—Third row: The Oster Mfg. Co., Cleveland, Ohio; The Hoffman Specialty Co., New York 
City. —Bottom row: The Cleveland Gas Burner & Appliance Co., Cleveland, Ohio; Deleo-Light Co., Dayton, Ohio 
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~Modern Appliances Draw Interested Eyes 
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The exhibits on this page were maintained by the following manufacturers:—Top row: Kohler Co., Kohler, Wis.; The 

Chamberlain Co., Pittsburgh, Pa.—Second row: The American Brass Co., Waterbury, Conn.; The Minneapolis Heat Regula- 

tor Co., Minneapolis, Minn.—Third row: Bell & Gossett Co., Chicago; The Blue Seal Chemical Co., Roselle, N. J.—Bottom 
row: The Ridge Tool Co., Elyria, Ohio; The Hoffman Heater Co., Louisville, Ky. 
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calendars and note book pads as souvenirs. The exhibit 
was attractively arranged with his products which 
cluded sewer and pipe cleaning devices, suction and force 
pumps, suction and force flexible closet cleaners, 
pipe opener, closet cleaners, tank bulbs, bath sprays, and 


in- 
cups, 


other specialties. 
Coyne & Delany Co. 

A model glass-front tank under water pressure 
showed the operation of the tank valves and low tank 
fittings manufactured by the Coyne & Delany Co., Brook- 
lyn, N. Y. The company also displayed seats and tanks 
under the supervision of Lee M. Keller of Brooklyn. 


closet 


Crane Co. 
elaborate display was maintained by 
Two complete bathrooms were shown. 


An 
Chicago. 


Crane Co., 
The first 











Pasman, of American Pin Co., Waterbury, 
Conn.; W. C. Gosch, of Walworth Co., Kewanee, Ill; and 
W. F. MeCarthy, American Tin Co.—Bottom row: H. M. 
Sedgwick, of S. Wilks Mfg. Co., Chicago; E. L. Murray and 
Walter T. Jameson, sales manager, of Ohio Brass Co., Mans- 
field, Ohio; Martin, of H. P. Martin & Sons Co., 
Owensboro, Ky. 


Top row: A. N. 


“Sy” 


and most elaborate contained an Italian marble lavatory 
plate faucets and legs. A large bathtub, a 
closet and a dressing table to match the lavatory com- 
pleted this room. Another bathroom was made up of 
the regular line of tub, closet and lavatory, all in white. 
Other features of the exhibit were a new automatic water 
softener, new vitrolite lavatories with silver plated trim- 
mings and glass legs, a terra cotta drinking fountain, silk 
shower curtains, a cabinet of plumbing brass goods, a 
cabinet of steam valves and fittings and water heaters. 
The following were in attendance at the convention: Cc. BR. 


with silver 


Crane, II., assistant vice-president; H. W. Seymour, gen- 
eral sales manager: W. K. Glen, advertising manager, and 
J. L. Comer. J. A. Farley, J. E. Schutte, H. E. Ore, H. F. 
Potter, E. A. Olsen and Miss J. Wiseman were in charge 
of the exhibit. 
A. F. Curtin Valve Co. 
Flush valves, three types of rotary 
types of closet levers, and a closet tank under pressure 
with a glass front operation were the features 
of the exhibit maintained by the A. F. Curtin Valve Co., 
Medford, Mass. A F. Curtin, Jr., was in charge of the 
booth, and A. F. Curtin, Sr., was in attendance af the 


ball cocks, four 


to show 


convention. 
The Dayton Pump & Mfg. Co. 

K. E. Pharus, sales manager of the Dayton Pump & 
Mfg. Co., Dayton, Ohio, was in charge of its booth 
and was assisted by C. C. Heller, service manager, and 
Mr. Saunders of Minneapolis. The display consisted of a 
water softener connected to the city water mains and a 
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Left to right: Norman Boosey, president, and L. N. Boosey, 
of Norman Boosey Mfg. Co., Detroit, Mich.; L. R. Ebert, of 
Vaile-Kimes Co., Dayton, Ohio 


lavatory, the whole illustrating the difference between 
cistern water, city water and softened water. The com- 
pany also displayed deep and shallow well pumps, and 
water supply systems. Pencils were distributed as 
souvenirs. 

Delco-Light Co. 

A water supply system under pressure working into 
a tank showed its operation in the display of the Delco- 
Light Co., Dayton, Ohio. The system was in constant 
operation during the convention and attracted a lot of at- 
tention. The company also had an exhibit of lighting 
plants for rural districts and an automatic electric re- 
frigerator. G. W. Schaeffer and P. W. Bunger, both of 
Dayton, were in charge of the booth. 


Domestic Engineering 
A very complete set of moving pictures was shown in 
the “Domestic Engineering’ booth. Motion pictures of 
most of the state conventions, several master plumbers’ 
outings, the National convention held at Louisville, the 
board of directors’ meetings and several other meetings 
and events of the trade were projected from a model of 

















Top picture: J. H. Harper, sales manager, W. D. Sargent, 

advertising manager, and H. E. Agness, all of Sloan Valve 

Co., Chieago.—Middle picture: H. D. Benner, G. V. Wells, 

E. R. Dicks and J. F. Furst, all of Woodward-Wanger Co., 

Philadelphia.—Bottom picture: Otto A. Schaeffer, E. H. Bly- 

wise, president, Leon Bloch and George Eckstein, all of Re- 
public Brass Co., Cleveland, Ohio 
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Ideal-VECTO Warm Air Heater. Now supplied in Mahogany as well as 
in French Gray Vitreous Enamel. Advertised Price, $75 (freight extra). 


O many thousands of testimonials of 

the Ideal-VECTO Heater are pouring 
in that it seems unnecessary to advertise 
its unequaled advantages, beautiful 
workmanship and utmost fuel economy. 
This year we supply the VECTO in 
mahogany as well as in the fine French- 
gray vitreous enamel. 


HIS year, also, we are increasing 

heavily our national publicity, to 
make a greater market than ever for 
VECTO dealers. This year we have ready, 
for your asking, a far more complete Sales 
and Profit Plan, and Dealer free service 
in circulars, letterheads, show-window 
displays, bill-boards, newspaper cuts, etc. 


Don’t wait for business to “turn up.” Start at once to put ‘out our 
business-bringing sales helps—display Ideal-VECTO samples in 
your window and have at least a small stock to make immediate 


, delivery. Phone or write our nearest Sales Branch TODAY and 
ty representative will call at once. 





woe AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, 
Philadelphia, Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, 
Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, 
Minneapolis, Omaha, Kansas City, Denver, San Francisco Los Angeles, Seattle, 


Toronto, London, Paris, Milan, Brussels, Berlin. 


Makers of IDEAL Boilers, AMERICAN Radiators, ARCO Tank Heaters, VENTO Venti- 
lating Heaters, AIRID Air Valves, MERCOID Controls, and devices 


for drying, humidifying, cooling and refrigeration. 
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Fastest Turn-over and Profit Plan 1927-28 
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the catalog directory to another model of the magazine 
itself. These pictures attracted a great deal of interest 
from the master plumbers and their wives in attendance. 
feprints of the new Merchandising Section were passed 
out, and an unusual interest was taken by master plumb- 
ers in this original way of publishing merchandising ideas. 
3ath-A-Day buttons and balloons were also passed out, 
along with copies of ‘‘The Story of the Bath.’”’ As usual, 
the fans distributed by the company were put to good use 
when the warm days prevailed. The company was repre- 
sented by E. D. Winslow, O. T. Carson, R. V. Sawhill, D. 
J. Hansen, E. G. Hutchison, W. J. Osborn, D. M. Kenney, 
C. E. Price, L. H. Gray and R. H. Partenfelder. 





Left to right: C. M. Goodyear, of Radiator Specialty Co., Char- 

lotte, N. C.; F. C. Romadka and L, T. Lange, both of Fergu- 

son & Lange Foundry Co., Chicago; J. E. Evans, of Reliable 
Automatic Sprinkler Co., New York 


The Dunham Co. 

The exhibit of The Dunham Co., 
featured by a water heater in cutaway view, with a small 
glass window in front and rear to show the circulation of 
water while the heater was in actual operation with a 
A regular stock gas water heater 


Berea, Ohio, was 


small expansion tank. 
was also shown, connected with a 30-gallon range boiler 
and lavatory, under both gas and water pressure. A 
novel advertising sign presented the outstanding features 
of the company’s heater. T. M. Black, sales manager, and 
Harry Au, factory engineer, were in charge of the booth. 
The Duriron Co., Inc. 

A series of different kinds of pipe, over which flowed 
a small stream of hydrochloric acid for the duration of 
the convention, was the feature of the exhibit of the 
Duriron Co., Inc., Dayton, Ohio. The booth was in charge 
of M. W. Smith, sales manager, and was also attended by 


F. S. Gouldthrite. 





Tep picture: P. R. Berryman and W. G. Sine, both of Tren- 
ton Potteries Co., Trenton, N. J.—Bottom picture: H. A. Au 
and T. M. Black, sales manager, Dunham Co., Berea, Ohio 
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Yop row: J. H. Thompson, H. M. Armstrong and Harry Mon- 
roe, all of American Radiator Co., Buffalo, N. Y.—Middle 
row: R. E. Moore and C. W. Farrar, president, Excelso Prod- 
ucts Corp., Buffalo, N. Y., and Charles K. Foster, vice presi- 
dent of American Radiator Co.—Bottom picture: F. B. Tomp- 
kins, W. C. Madden, W. D. Beehler, H. Rogers, C, 8, Forbes, 
Cc, R. Bredeson and C. H. Bevington, all of American Radi- 
ator Co, 


The Duro Co. 

Water softeners, pumps, water filters and residence 
water systems were shown in the booth of The Duro Co., 
Dayton, Ohio. As usual, the company distributed corn- 
cob pipes to visitors to its booth. The following representa- 
tives were in attendance at the convention: H. I. Field, 
general sales manager; H. R. Eicher, assistant sales man- 
ager; F. T. Horn, sales engineer; L. G. Lindsay, North- 
western sales manager; H. S. Pettengill, Chicago branch 
manager; F. A. Markee, Madison, Wis., branch manager; 
E. H. Schaefer, Milwaukee branch manager; L. E. Hender- 
son of Minneapolis, and M. C. Royer of Des Moines, Iowa. 

EverHot Heater Sales Co. 

Fixed up with a large case made up in gold to represent 
a jeweler’s box, was an automatic storage water heater of 
the EverHot Heater Sales Co., Detroit, Mich. In one 
side was the heater, only half of which was showing. 
The other side contained a mirror, reflecting the heater 
in that side also. The case itself was composed of gold 
cloth, with different-colored brilliants, which under a 
bright flood light made an unusually beautiful appearance. 
The following officers and representatives of the company 
were on hand at the convention: F. W. Shuell, presi- 
dent; E. E. Ledbetter, vice president and sales man- 
ager: W. I. Vallett, general manager of branches; L. P. 
Eaton, manager of the Chicago branch; G, S. Sustad, 
Minneapolis distributor; S. M. Youngblut, Milwaukee dis- 
tributor; R. 3. Shank, lowa and Nebraska distributor and 
H. Kynett, Texas distributor. 

Excelso Products Corp. 

Indirect water heaters, direct firepot heaters and gen- 
erators were displayed by the Excelso Products Corp., 
Buffalo, N. Y. Cigars were passed out to the visitors by 
C. W. Farrar, president, and R. E. Moore of Chicago. 
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“all agree DESOLVO ishest 


ESOLVO gives the house- 
wife a safe and sure 
method of cleaning’ clozged 


drains. There’s real profit 
in handling Desolvo and in 


letting your customers know 
you have it. 


Get our interesting proposition or 


order from your jobber direct. 
We back you with free selling helps! 


















PRU MBEX<P 


Sewer and Drain 


Pipe Cleaner 


NET WEIGHT 16 OZ 
THE Cy 





Manufactured by 
AMBER LAIN COMPANY 
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Ferguson & Lange Foundry Co, 

The exhibit of the Ferguson & Lange Foundry Co., 
Chicago, was featured by a display of the company’s water 
heating system. The display consisted of different types of 
heaters installed in a steel boiler. Both tank and tankless 
installations were shown, with an automatic regulator for 
tankless jobs. Enlarged photos of some of the buildings 
where the system is installed were shown on the side of 
the booth, which was in charge of L. T. Lange, treasurer 
and engineer, and Fred Romadka, engineer. 











i 


Top picture: C. F. Newport, Martin Weil, Benjamin Weil, J. 
A. MeDonnell and Thomas Casserly, all of Weil-MeLain Co., 
Chicago.—Middle picture: A. E. Erickson, William J, Woolley, 
president, H. I. Warden and G, 0. Schwartz, all of Wolff Mfg. 
Corp., Chicago.—Bottom picture: J. M. Denny, H. W. Mollison, 
L. Raymond, R. W. Wire, H. 8S. Raymond, W. H. Reese and 
T. M. Dugan, all of National Tube Co., Pittsburgh, Pa. 


Fiat Metal Mfg. Co. 

A bathtub cover for the protection of tubs while build- 
ing operations are still going on was one of the features 
of the display of the Fiat Metal Mfg. Co., Chicago. The 
other feature was the showing of three metal shower stalls 
of the company’s manufacture. G. Albin Nilson, president, 
E. E. Hornung, sales manager, and Howard Nilson were 
in charge of the booth. 

Flannery Mfg. Co. 

A display of thermo-valves was the feature of the booth 

of the Flannery Mfg. Co., Pittsburgh, Pa. William C. 











Left to right: Otto G. Jentsch, L. A. Corne- 
lius, president, J. E. Carroll, R. E. Larson, 
sales manager, and V. H. Adams, all of Wol- 
verine Brass Works, Grand Rapids, Mich. 
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Lannon, sales manager of the company, was in the booth 
to explain the workings of the valve to all those who 
stopped to see it. 

Good Mfg. Co. 

W. B. McCurdy, manager, A. E. Niesler of Milwaukee, 
and P. F. Reuter of Chicago, were in the booth of the 
Good Mfg. Co., New York City, where they acted as hosts 
to the many people who were in and out of that exhibit 
during the convention. Punch for the ladies was served 
all throughout the three days, and men who entered the 
booth were presented with cigars. The open house main- 
tained by this company was one of the features of the 
exposition. 

Hall-Will, Inc. 

Gordon C, Hay, sales manager of Hall-Will, Inc., Erie, 
Pa., maintained a booth for that company. The exhibit 
consisted of the company’s make of portable electric pipe 
threading machine in actual operation, demonstrated by 
Mr. Hay. 























Top picture: John W. Gannon, Mrs. Boyce, E. W. Sanborn 

and W. Ireland, advertising manager, all of “X” Laboratories, 

New York.—Middle picture: H. J. Denny, C. H. Barker, 

Stephen P. Hackley and Lewis W. Grout, all of Bridgeport 

Brass Co., Bridgeport, Conn.—Bottom picture: W. D. Murphy, 

A. N. Jacobs, A. E. Stringer and C. C. Stringer, all of Stringer 
Bros. Co., Chicago 


The Hoffman Heater Co. 

The Hoffman Heater Co., Louisville, Ky., featured a 
cut-out model of an automatic storage water heater of its 
manufacture. The company also showed a _ pre-heater 
type instantaneous water heater. The exhibit was in 
charge of R. W. Johnston, district manager, W. T. Sea- 
born, sales promotion manager, D. C. Lindsay of Chicago 
and M. J. Smith of St. Paul. 

Hoffman Specialty Co. 

A display of radiator valves, vacuum valves, air valves, 
radiator traps, compound gauges, damper regulators and 
the company’s controlled heat system was shown by the 
Hoffman Specialty Co., New York City. Several card- 
board advertising cutouts were on exhibition also. E. S. 
Storm, vice president of the company, was in charge of 
the exhibit, and was assisted by Frank S. Gaylord, man- 
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ager of the Chicago district, M. R. Bjerken and C. E. 
Hill, both of Minneapolis. 
Hoffmann & Billings Mfg. Co. 


Fred L. Divley, sales manager of the Hoffmann & Bill- 


ings Mfg. Co., Milwaukee, Wis., was in charge of that 
company’s display. Frank W. Fuller, of St. Paul, assisted 
him in showing the company’s line of shower stalls, 


showers, shower fittings and special fixtures. 





| 
| 
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Kenning and George A. Lutz, both of W. A. Case & 
Son Mfg. Co., Buffalo, N. Y. 


Henry 


The Imperial Brass Mfg. Co. 

Several types of wall-hung complete line of 
liquid soap dispensers, flush valves, a lavatory combina- 
tion water attachment, self-closing cocks, 
pop-up lavatory and several special 
tories featured the exhibit of The Imperial Brass Mfg. Co., 
The booth was also decorated with the photo- 
several installations. Charles E. Young, vice 
William Redieske, W. E. Blair, Jr., Robert 
William Shanley represented the company at 


bowls, a 
with ice basin 
wastes prison lava- 
Chicago. 
graphs of 
president, 
Shank 
the convention. 
Ingram-Richardson 

The outstanding part of the Ingram- 
Richardson Mfg. Co., of Beaver Falls, Pa., Frankfort, Ind., 
and Bayonne, N. J., one and two-part laundry 
trays made of porcelain on a base of enameling iron. The 
company also exhibited tray covers and combination drain 
Kauffman. 


and 


Mfg. Co. 
display of the 


was the 


boards under the care of W. L. 
Bernhard Boiler Co. 

J. B. Bernhard, the Ironton 
Boiler Co., Ironton, Ohio, was in charge of the exhibit of 


Ironton 


president of Bernhard 








O’Connor, 
n row: Cliff Mahaffey 
Wilmington, 


Top row: W. W. Baer and W. J. 
Church Mfg. Co., Holyoke, Mass.—Botte 
Harte, both of Speakman 





and Harry Co., 
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that company. He was assisted by T. J. O’Connor and 
E. H. Meier. The company’s display consisted of a triple- 
combustion, smokeless boiler with the end removed show 
ing the interior construction, and around the booth were 
shown photographs of the processes of its manufacture 
Jenkins Bros. 

An attractive display in which various types of valves 
were shown against a dark green background, was main- 
tained by Jenkins Bros., New York City. Around the sides 














Left to right: R. Ward Hillman, W. H. Powell, E. G. Ray- 

mond, J. Murphy, A. F. Coleman, A. M. Muleahy, H. Madison, 

G. Wolpert, A. H. Lamm, C. MeiIntosh and L. G. Wynn, all 

of U. S. Radiator Corp., Detroit, Mich., except Mr. Murphy. 
who is a master plumber 


of the booth were several different kinds of disk gaskets 
and packing. The booth was in charge of M. D. Neeley. 

Johnson-Murphy Co. 

A water heater under gas pressure, 
range boiler, showing the company’s gas lighter in opera- 
tion was shown by the Johnson-Murphy Co., Detroit, 
Mich. J. E. Johnson, president of the company was in 
charge of the exhibit and he was assisted by Mrs. Johnson 
and D. Hansen, all of Detroit. 


connected to a 


Josam Mfg. Co. 

The Josam Mfg. Co., Cleveland, Ohio, 
tire line of products, including floor, shower, urinal and 
roof drains, steam heaters, valves, check 
valves, combination closet fittings, eccentric flange unions, 


showed its en- 


water sewer 








‘ 


Top 
and F. 8S. Go 


sales 
ldthrite.—Bottom picture: G. W. Busch, Joseph 


picture: E. H. Gardner, M. B. Koblitz, manager, 





Hirshstein, Leo Mayer, 8S. L. Marsh, M. J. Hirshstein, E. M. 
MeLundie and H, B. Fridstein, all of Josam Mfg. Co. 
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The Jennings Sewage Ejector, for 
handling sewage up to 300 a.p.m, 
against heads up to 50 ft. 





faa 


i Let us tell you more about i 
. this sewage ejector— 








V. 

nnn | Here we can but mention its simplicity—in construction 
a 5 5 COMPANY . . . 4 
a Nasut Escntie ot us and in operation. Both make for reliable performance, 
it. men Tide ee and for worth-while economies in handling sewage and be 


similar waste liquids. 

No high pressure air is required. Nor is there any need 
for air storage tanks. Complicated air valve mecha- 
nisms are avoided. So, also, reciprocating air compressor 
units and their accessories. 

Read the brief explanation below, showing how this 
Jennings Sewage Ejector works. Then write for our 
bulletin which gives complete information— including 
specifications, capacities, dimensions, etc. No obliga- 
tion, of course. 











This bulletin on the Jennings 
Sewage Ejector gladly sent on 


request. NASH ENGINEERING COMPANY 
41 Wilson Road South Norwalk, Conn. 


Jennings Pumps 


Sewage, under the action of gravity, flows 
through the inlet check valve into the pot. As 
it accumulates it raises a ball float, which, when 
the pot is full, actuates a float switch, thereby 

starting up the Nash Hytor Air Compressor. 











Compressed air is delivered into the top of the 
pot, closing the inlet check valve and expelling 
the sewage through the outlet check valve. 
When the pot has been emptied, the float, hav- 
ing reached the lower limit of its travel, opens 
the float switch, stopping the compressor, 
through which, then, the air in the pot is vented. 
Sewage again flows by gravity into the pot, 
repeating the cycle, 


“ph Ejector Filling Bjector Discharging 
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WALWORTH 
STOP & WASTE 
GLOBE VALVES 















An Easy Turn of the Fingers 
Drains This Walworth Valve 


Regular Type 


The waste cap on this valve is made of rod 
brass and KNURLED so that it is easy to turn 
with finger and thumb. 


Another convenience is that, although it 
allows the valve to drain freely, this cap cannot 
be detached and lost, as often happens with 
caps which can be unscrewed all the way out. 


The valve is ruggedly constructed of the same 
metal as is used in high-grade Walworth 
valves for steam. The hexes are large and 
wide. All threads are made amply long to 
give plenty of clearance at the end of pipe and 
to insure against the bonnet’s being blown 
out. In sizes 4 and %4 inches. 








Reversible Type 


This valve can be used as a stop cock or stop 
and waste as required. The knurled cap on 
the bonnet can be easily adjusted to drain 
from either the right or left side or from any 
desired position. A slight turn of the cap 
permits the water to drain. 


This valve can be easily repacked when wide 
open without disturbing the pipe connection. 
It is made of the best grade of red brass, care- 
fully inspected during each process of manu- 
facturing and is tested to 200 Ibs. hydraulic 
pressure, furnished regularly with iron wheel. 
Sizes 14 and %4 inches. 


ALWORTH 


Walworth Company, General Sales Offices: 51 E. 42nd St., New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa.; and Attalla, Ala. 
. . . Distributors in Principal Cities of the World. . . 


Walworth, Limited, 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., New York, Foreign Representative 
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concrete insert and swimming pool equipment. The com- 
pany was represented by Joseph Hirshstein, president, 
M. B. Koblitz, manager of sales and advertising, M. J. 
Hirshstein, sales promotion, all of Cleveland; E. M. Mc- 
Lundie, director of manufacturing, Michigan City, Ind.; 
s. L. Marsh, manager of the Josam-Marsh Division, New 
York City; H. B. Fridstein, advertising counsellor, Chi- 
cago; Leo Mayer, branch manager, Chicago; G. W. Busch, 
branch manager, New York City; E. H. Gardner, branch 
manager, Cleveland; F. M. Wilcox, branch manager, At- 
lanta; F. S. Gouldthrite, representative, Minneapolis. 
Kewanee Boiler Co. 

An exhibit in white and gold was shown by the Kewanee 
Boiler Co., Kewanee, Ill. It contained a portable up- 
draft firebox boiler, a water heating garbage incinerator, 
a water heater and tank, and radiation of the company’s 
manufacture. The greater part of the equipment was 
painted white with gold trimmings. A large electric sign 
showed the visitors where the booth was, being visible 
from nearly all parts of the exposition. H. J. Sperzel, 
Minneapolis branch manager, H. G. Helstrom, George S. 
Bean and A. P. Hare were in charge of the display. 
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Top row: Theodore Harker and C. R. Palmer, both of Chicago 

Pottery Co., Chicago.—Lower row: T. C. Nelson, Charles Lit- 

tel and N. S. Gordon, all of Robbins, Gamwell & Co., Pittsfield, 
Mass. 


Killzun Organization 

A line of different colors and styles of toilet chairs was 
displayed by the Killzun Organization, Chicago. The 
chairs are made of wicker for the purpose of covering the 
closet bowl, and at the same time make the seat more 
comfortable. G. B. Killen was in charge. 

Kohler Co. 

Four large booths were filled with the products of 
Kohler Co., Kohler, Wis. The following products of the 
company were displayed: Automatic electric plants, 
acid-proof enamel sinks in two colors, a complete bath- 
room in green finish with green shower curtains, green- 
bordered towels and an elaborate medicine cabinet; elec- 
tric dishwashing sinks in two colors, with a practical 
demonstration going on most of the time; brass goods 
of the company’s manufacture. The walls of the exhibit 
had several photographs of the village of Kohler, and 
several original drawings which have been used in the 
company’s advertising. The following men represented 
the company at the convention: Walter J. Kohler, presi- 
dent; Herbert V. Kohler, vice president; John M. Kohler, 
Walter J. Kohler, Jr., Carl J. Kohler, J. R. Harrison, H. H. 
Kletzien, all of Kohler; S. H. Gilmore, manager St. Louis 


DOMESTIC ENGINEERING 7 


un 














Top picture: F. B. Hackett, E. W. Aubinger and Frank Wil- 
cox, all of Brunswick-Balke-Collender Co., Chicago.—Middle 
pieture: W. F. Aaron, R. T. Whitehead, C. N. Wagenseller, 
Adolph Mueller, president, Ivan Van Haaften and O. C. Dra- 
per, all of Mueller Co., Decatur, IllL—Bottom picture: 8S. M. 
Youngblut, W. I. Vallett, F. W. Shuell, president, L. P. Eaton 
and G. W. Pring, all of EverHot Heater Co., Detroit, Mich. 


branch; H. M. Curfman of Kansas City, Mo.; W. F. Kelly, 
Minneapolis branch manager, and L. L. Smith of Kohler. 
H. Kramer Smelting & Refining Co. 

A table in the central part of the booth of the H. 
Kramer Smelting & Refining Co., Chicago, contained sam- 
ples of various metals which go into the manufacture 
of different plumbing and heating materials. William 
Romanoff, M. F. Ryan and L. Chapman were in charge 
of the exhibit. 

Lyon Metallic Mfg. Co. 

The booth of the Lyon Metallic Mfg. Co., Aurora, IIL, 
contained metal counters, shelving, cabinets, work benches 
and storage units. The products were used exclusively 
in the model store of the National Trade Extension Bu- 
reau. F. E. Pearsall and B. W. Scheinert, both of Aurora, 
were in charge of the booth. 














Top row: C. D. Wood, Molly Carmon and Arthur Gould, all 
of Oster Mfg. Co., Cleveland, Ohio.—Bottom row: George E. 
Robertson, of Chemical Toilet Corp., Syracuse, N. Y.; A. E. 
Niesler, W. B. McCurdy and P. F. Reuter, all of Good Mfg. Co, 
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Living Comfort Made Possible 


OFFA AN 8 BILLINGS MFGCe 








Booths were maintained by the following manufacturers whose exhibits are shown on this page:—Top row: The Weil-Mc- 

Lain Co., Chicago, UL, and Michigan City, Ind.; The Dayton Pump & Mfxz. Co., Dayton, Ohio.—Second row: The United 

States Sanitary Mfg. Co., Pittsburgh, Pa.; The Central Tube Co., Pittsburgh, Pa—Third row: The Flannery Mfg. Co., Pitts- 

burgh, Pa.; The Peerless Selling Co., Evansville, Ind.—Bottom row: The Hoffman & Billings Mfg. Co., Milwaukee, Wis.; 
The C, I’, Church Mfg. Co., Holyoke, Mass. 
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IT PAYS TO BUY GOOD TOOLS _ 





No. 3 Beaver 
Apart and 
Learn Its 

Secret 





Showing ratchet with cover plate removed. 
Note the ratchet wheel is encased—out of 
harm’s way—(not on the die head)——and thus 
free from the injury of dirt and chips. 


a 


im = ia Mf dal | 





Note the strong ratchet pawl and how it 
engages the broad, deep teeth of the ratchet 
wheel, Reversing the pawl reverses the action 
of the tool. Note also the web that reinforces 
the ratchet case. 











No. 3 Beaver, Jr., Ratchet is the only die stock made that 
threads 1 inch and all smaller sizes. And that’s an impor- 
tant exclusive advantage. 


In addition, it is so designed that vital parts are fully pro- 
tected, thus guaranteeing the longest life of dependable 
usefulness. 
For Instance 

The ratchet drive ring houses the ratchet gear. This gear is fully 
encased so that nothing can clog the gear teeth or cause premature 
wear. These gear teeth are broad, deep and uniform and the sturdy 
ratchet pawl fits snugly into the teeth. Looseness and sloppiness of 
operation are impossible. As a result of these exclusive constructional 
advantages No. 3 Jr. can be relied upon to outwear and “‘out-service”’ 
tools not so well built. Note the illustrations at the left. 


While No. 3 Jr. is especially adapted for work in close quarters it is so 
handy to use and so perfectly balanced that it’ s always used for bench 
threading on 1 inch and smaller sizes. 


Buy only the die heads you need. 
All Good Jobbers Carry It in Stock. 


THE BORDEN COMPANY . 
510 DANA AVENUE, WARREN, OHIO 
New York Office: 50 Church Street 


suse? 


The Only Die Stock Made That Threads 
1 Inch and All Smaller Sizes. 


Buy_Only the Die Heads You Need. 
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Top picture: C. A, Scholle, Cincinnati, Ohio, and L, E. Slaw- 

son, Detroit, Mich.—-Bottom picture: Robert Rose, F. E. Snow- 

berg, K. Sprague, D. J. Peterson, F. W. Dilger and F. A. Rod- 

gers, all of Minneapolis Heat Regulator Co., Minneapolis, 
Minn. 


Thomas Maddock’s Sons Co. 

Two miniature bathrooms, one in colored fixtures, were 
exact replicas of the sanitary fixtures manufactured by 
the Thomas Maddock’s Sons Co., Trenton, N. J. Seven 
fixtures of normal size were also displayed, consisting of 
lavatories, combinations, a pedestal urinal and 
bidet. Cut-away sections of the urinal and two closets 
were also shown. A. M. Maddock, president, E. B. Lane, 
C. O. Lippy, William Devine and Edward Bitzer were 


present at the convention. 


closet 


Minneapolis Heat Regulator Co. 

An electric-lighted model of the plant of 
the Minneapolis Heat Regulator Co., Minneapolis, Minn., 
to that company’s exhibit. The 
complete exhibit of all the 
products that are used by the plumbing and heating field, 
including 
fired 


cardboard 


greeted visitors 


also included a 


display 
company’s 


burner 
following 


recent developments in oil 
heating plant The 


and gas- 


controls. represented 




















Top row: George R. 


Lewis, of Kelly 
F. E. Thompson, of Dole Valve Co., Chicago; J. 
Janette Mfxz. Co., Chicago; L. T. Delavigne, of Ireland & Mat- 


Brass Works, Chicago; 
I. Janette, of 


thews Mfg. Co., Detroit, Mich.—Bottom row: D. C. Jones, of 


Hauck Mfg. Co., Minneapolis, Minn.; Harvey A. Call, of Copper 
& Brass Research Association, St. Louis office, and C. H. Arm- 
strong, of Armstrong Mfg. Co., Bridgeport, Conn. 
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Top pieture: R. C. Chamberlin, J. E, Lawrence and William 


Klenert, all of Ridge Tool Co., Elyria, Ohio—Bottom picture: 
H. R. Paulsen, C. V. Walsh, J. C. Hofer and A. M. Fritz, all 
of Union Brass & Metal Mfg. Co., St. Paul, Minn. 


the company at the convention: W. R. Sweatt, president; 
H. W. Sweatt, vice president; C. B. Sweatt, treasurer; 
B. L. Boalt, secretary; C. A. Scholle, L. EB. Slawson, F. 
W. Dilger, E. T. Wang, F. E. Snowberg, J. E. Robb, D. 
J. Peterson, H. R. Rosendahl, C. D. Lyford, 
sales manager, and Mr. Hoyt. 

Morton Mfg. Co. 

Karl M. Smith, sales manager of the Morton Mfg. Co., 
Chicago, was in charge of that company’s exhibit. An 
attractive arrangement of the company’s bathroom medi- 
cine cabinets, showing the different types and their adapt- 
ability to different bathrooms was maintained. 


assistant 


Mueller Co. 

Decatur, Ill., had an unusual exhibit of 
It consisted of a back board of six pillars 
and five panels. In each pillar were four recesses in 
which were shown brass goods under individual electric 
lights. The panels were trimmed in black velour and 
were decorated with the company’s products of various 
kinds. Surmounting each panel was a circular piece of 
blue plate glass upon which was mounted a combination 


Mueller Co., 
its products. 





Top row: C. E. Hill, E. 8S. Storm and M. H. Bjerken, all of 
Hoffman Specialty Co., Waterbury, Conn.—Bottom row: G. 
P. Gaffney and J. R. Bly, vice president of Pittsburg Water 
Heater Co, Pittsburgh, Pa.; G. C. Hay, of Hall-Will, Inc., 


Erie, Pa. 
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BUY IT THROUGH YOUR JOBBER 


RED-L-HALL 


When you increase the amount of work turned out by journeymen, you cut your 


labor costs and increase your profits. This is accomplished only by the use of new 
and improved equipment—old methods are costly and slow. Red-E-Hall is one of 
the most distinct advances made in the field of pipe threading in years — it cuts 
labor costs approximately 90%. Do you realize what that means to your profit 


sheet? 








{sk about our 12 months’ 
lime payment plan 


Built-in Portability 
Red-E-Hall is easy to handle, easy to 
move quickly about the shop or on any 
job. 

Timken Roller Bearings on all drive 


shafts insure easy running and longer 
life. 


PATENTS 
APPLIED FOR 


F.O. B. Erie, Pa. 
Completely equipped with Standard 
Reversible Motor, two extra sets of 
Dies, Built-in Truck. 

(West of Rockies $497.50 F. O. B 
Oakland, Cal. 


Capacity of Red-E-Hall 
The capacity of Red-E-Hall is 14 in. 
to 2 in., bolts 44 in. to 114% in. As a 
power unit, and without dismantling 
machine, it drives hand stocks up to 
12 inches. Also threads close nipples 
1 in. to 2 in., using standard chuck. 


Use the coupon below—it will bring full Red-E-Hall information 


HALL-WILL, INC. - SPR¢<¢-fc1% - ERIE, PA, $72zoonnnnn nnn nnn | 


PACIFIC COAST OFFICE: 717 CALMAR AVE., OAKLAND, CAL. 








PORTABLE THREADER 


Buiit by HALL-WILL,INC. ére, Pa. 


HALL-WILL, INC., Erie, Pa. 
Send me a copy of your illustrated booklet 
describing the new Red-E-Hall Pipe Threader 


Name 


Address 


City Slate 
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cast in one piece from red metal 
ingot (melted electrically)—thor- 
oughly water tested—specially de- 


signed to prevent reverse flow—fur- 
nished either with cup escutcheons 
or N. P. shanks with adjustable 


flat china flanges. 








A pa he hich 



























UDSON No. 427 comb 


des new four-valve sho® 
ody with over-rim spout, ca 
concealed connected waste and 
overflow, N. P. ball-joint cast 
shower head (with removable face) 


and N. P. curved shower arm. 













Ask your jobber for quotation 
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New Ideas Suggest Increased Sales 
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Among the exhibits in the exposition were those, shown on this page, by the following companies:—Top row: The Im- 
Perin! Brass Mfg. Co., Chicago; Ruud Mfg. Co., Pittsburgh, Pa.; The Brunswick-Balke-Collender Co., Chicago.—Second row: 


W. A. Case & Son Mfg. Co., Buffalo, N. Y.; Dunham Co., Berea, Ohio—Third row: Coyne & Delany Co., Brooklyn, N. ¥.; The 
Central Foundry Co., New York City; The Ironton Bernhard Boiler Co., Ironton, Ohio—Bottom row: The Van Prang Sales 
Corp., New York City; The Refinite Co., Omaha, Nebr. 
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sink ‘faucet. In the center panel a circular glass dis- 
closed a “‘mysterious faucet’ which ran a constant ‘stream 
of water without any visible source. Closet combinations 
and bath wastes and overflows were also shown, and mi- 
niature faucet paperweights were distributed as souve- 
nirs. The following represented the company: Adolph 
Mueller, president; C. N. Wagenseller, O. C. Draper, Ivan 
van Haften and Robert T. Whitehead. 
National Trade Extension Bureau 

The National Trade Extension Bureau, Evansville, Ind., 
had a model plumbing and heating shop set up at one 
end of the convention hall, and the hosts who were at- 
tracted toward that end of the building proved the pop- 
ularity of this form of exhibit. Every known modern 
appliance for a plumbing and heating shop was incor- 
porated in this model, and the arrangement of the dif- 
ferent showcases and displays was made with an eye to 
catching the layman who might be in a plumber’s store. 
The show windows of the model shop were changed every 
day, giving the delegates a myriad of ideas on how to 
improve their own places of business. All around the 








Top picture: B. W. Ira G. Whitney, Robert T. 


Tangeman, 
Johnson and W. J. Corcoran, all of A. ¥. McDonald Mfg. Co., 


Dubuque, Ia.—Middle row: Samuel Hunter and R. E. Bid- 
well, vice president, both of Kellogg-Mackay Co., Kansas 
City, Mo., Mr. and Mrs. H. 8S, Adams, Robert Hamilton Co., 
Minneapolis, Minn.—Bottom row: A. J. Huch, Central Supply 
Co., Minneapolis; W. F. Woodruff, vice president, Kellogg- 
Mackay Co., Minneapolis; F. N. Kretschmer, Dubuque, Ia., 
vice president, Central Supply Association, and Mrs. Kretsch- 
mer, and J. D. MeGuire of Chicago, Kellogg-Mackay Co. 


model shop a platform was erected for the purpose of 
giving the onlookers a chance to see the whole thing with- 
out actually coming into the shop. This exhibit was un- 
doubtedly one of the most comprehensive on display. 


National Tube Co. 

Wooden models of the rolling processes used in making 
Dipe by the National Tube Co., Pittsburgh, Pa., were 
shown in that company’s exhibit, with lengths of pipe 
shown going through the rolls. In the rear of the 
booth was a large oil painting of a pipe foundry, and in- 
Stallation photographs lined the wall of the booth. Cut- 
out sections of pipe, showing the interiors, were arranged 
on a table at one side. J. M. Denny of Pittsburgh, R. W. 
Wire of Chicago, H. W. Mollison of St. Paul, W. H. 
Reese of New Orleans, and A. L. Raymond of St. Paul 
were in attendance in the booth. 
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Top picture: M. L. Johnson and H. M. Taylor, both of Ruud 
Mfg. Co., Pittsburgh, Pa.—Bottom picture: M. C. Royer, L. G. 
Lindsay and L. E. Henderson, all of Duro Co., Dayton, Ohio 


Neptune Meter Co. 

R. E. Collins, Northwest representative of the Neptune 
Meter Co., New York City, was in charge of that com- 
pany’s exhibit. The company’s boiler relief valve was 
shown, as well as a water meter of its manufacture. 

Nye Tool & Machine Works 

The company’s general line of tools with two new 
power pipe threading machines featured the exhibit of 
the Nye Tool & Machine Works, Chicago. Among the 
line of tools were tool boxes, pipe stands and vises, die 
stocks and cutting wheels. The booth was lined with 
signs on which some of Mr. Nye’s epigrammatical ex- 
pressions were printed. The company was represented by 
Harry G. Nye, president; T. M. Lilleberg, William Cle- 
ment, C. D. Lysdale and J. A. Cotter. 

Oster Mfg. Co. 

Two power pipe threading machines were kept in ope- 
ration during the convention by A. S. Gold, sales man- 
ager, C. D. Wood, Jr., assistant sales manager and M. P. 














Top row: George Loomis and C. A. Corey, both of Walker 
Dishwasher Corp., Syracuse, N. ¥Y.—Bottom row: J. B. Bern- 
hard and E. H. Meier, both of Ironton Bernhard Boiler Co., 
Ironton, Ohio; A. D. Elliott, United Electric Co., Canton, Ohio 
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BARBER PATENTED 


4 Among the many Heater Manu- zg 



































e 
facturers who have adopted and y] 
are using “BARBER Patented 
JET GAS BURNERS” are the S 
following: 
AKRON EQUIPMENT CO. 
AMERICAN RADIATOR CoO. 
F. C. BARTON CoO. c 
BASTIAN-MORLEY CO. wa good looking water heater attracts your customer. 
acl iy Og He is enthusiastic over the idea of having a good 
CANADIAN VULCANIZER & EQUIP- supply of hot water. He buys the heater, you install 
DAY & NIGHT WATER HEATER CO. it, and you have made what you believe to be a cus- 
DETROIT Pa | wey R & STEEL . tomer a r 
ECONOMY HEATER Co. 
ELECTRO WELD CoO. y ° Ne . a 
FRANKLIN PLUMBING SUPPLY CO. You have made a sale; but. it’s not just that sale you 
R, E. FRASER & CO. are looking for; it’s the business that this sale is going 
PARQUHAR CO., LTD. . . . 
A: GENEVA HEATER CO. to bring you if you have given your customer a product 
Sie te that is going to deliver the hot water. 
HOFFMAN HEATER Co. 
HOTSTREAM HEATER CO. If you know that the heater you sell has a good burner, 
ES you can be sure of giving your customer service. If 
HOYT HEATER Co. 
EDW. KATZINGER CO. you sell a BARBER BURNER Equipped heater, you 
LOVEKIN WATER HEATER CO. ‘ il] k . h h il] ti f ti 
MELROSE WATER HEATER CO. will know that he wl get satisfaction. 
WALTER MORK HEATER CO. 
NEW DETROIT HEATER CoO. . 
ee Se ee ce Just scan the list, shown here, of some of the hot water 
_NEW WAY MFG. CO.. Inc. heater manufacturers using BARBER BURNERS. It 
GEO. F. REICHMAN CO. | is practically a list of the best makes of water heaters in 
SAFETY WATER HEATER CoO. ° . ° 
SCHWAB BOILER & MACHINE Co. the country. This should be conclusive evidence of 
SANDS MFG. CO. the reliability of BARBER BURNERS. 
SNAP-O-STAT CO. 
ae oe There is such a wide variety of BARBER BURNERS 
>>. that these manufacturers are able to choose the exact 
¥ WILLIAMS FOUNDRY & MACHINE A burners that will prove most effective in the heaters 
= they make. Sell a good water heater, but remember 


that success is not all in the appearance. No water 
heater can be better than its burner and without an 
efficient burner no heater stands the test. 





That’s why the leading manufacturers of Furnaces, 
Boilers and Heating Appliances are adopting 


The GLEVELAND ( GAS BURNER @APPLIANGE GO, 


Burner Specialists 
3102-04 Superior Avenue, Cleveland, Ohio 
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JET GAS 











appearance 


BARBER BURNERS. There is a size and 
type for every need. 


The demand for water heaters equipped 
with BARBER BURNERS is rapidly grow- 
ing, and you are missing a big opportunity 
if you do not plan to meet it. Let us send 
Jet Burner Catalog, illustrating our newer 
designs and giving full information, en-| 
gineering data, prices and discounts. 


BARBER Patented JET 
GAS BURNERS 


Reduce gas bills 25 to 40%. 
Act as their own pilot lights. 
Will burn on atmospheric pressure. 





Can be quickly installed or removed. 

Can be controlled with any good thermostat. 
Most economical and efficient on the market. 
Develop 1960 degrees Fahr. with 500 B. T. U. gas. 
Cannot be affected by corrosion or condensation. 

Will not back-fire, or deposit carbon— on any pressure. 

Require no adjustment, regardless of pressures or quality of gas. 
Produce an orange-green flame with artificial, natural or mixed gases. 


Write us for complete information 


The GLEVELAND ( GAS BURNER @APPLIANGE GO. 


Burner Specialists 
_ 3102-04 Superior Avenue, 





Cleveland, Ohio 
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Bruce, all of the Oster Mfg. Co., Cleveland, Ohio. Miss 
Cannon, known as the “Oster Girl,’’ was on hand during 
the convention, and passed out oil cans as souvenirs. 
Lining the exhibit were letters of recommendations from 
master plumbers on the efficiency of the company’s 
threaders. 

Peerless Selling Co. 

As one entered the exposition, he saw in the first booth 
on the left, the display of the Peerless Selling Co., Evans- 
ville, Ind. In it were displayed five different closet com- 
binations, and a display board of closet seats. The booth 
was in charge of H. F. Weaver, secretary and general 











Top picture: G. H. Schaeffer and P. T. Bunger, both of Delco 

Light Co., Dayton, Ohio.—Middle picture: H. Dickinson, Mrs. 

M. A. Rickert, and M. A. Rickert, all of Rickert-Dickinson 

Co., Minneapolis, Minn.—Bottom picture: George G. Zing- 

sheim, Minneapolis manager, and E. S. Gunhus, Minneapolis, 
both of Richardson & Boynton Co., New York 


manager, and he was assisted by J. H. Moeller and Frank 
W. Suffert. 
Pittsburg Water Heater Co. 

A line of tank, instantaneous and storage automatic 
gas water heaters of various sizes was shown in the booth 
of the Pittsburg Water Heater Co., Pittsburgh, Pa. John 
Bly, vice president, G. P. Gaffney of Minneapolis and Wal- 
ter J. Broen of St. Paul were in charge of the display. 

Radiator Specialty Co. 

A new line of solder seal made especially for boilers was 
shown in the booth maintained by the Radiator Specialty 
Co., Charlotte, N. C. C. M. Goodyear, of Charlotte, was 
in charge of the exhibit, and told visitors how the solder 
worked on broken boilers. 


The Refinite Co., Inc. 

Four sizes of domestic water softeners and a full sec- 
tion model of its industrial size water softener were shown 
by The Refinite Co., Inc., Omaha, Nebr. An exhibit of 
natural zeolite, which is mined in the Black Hills of South 
Dakota, was also an interesting part of the display. The 
company distributed small bells as souvenirs. W. S. Cal- 
vert, T. F. Parker and B. W. Looker were in charge of 


the exhibit. 





DOMESTIC ENGINEERING 








July 2, 1927 





















Top row: 8S, G. Von Stocker and M., A. Pocock, pre-cooler divi- 

sion, Carter-Mayhew Mfg. Co., Minneapolis, Minn.—Bottom 

row: J. Sanders and A. T. Weigold, both of Van Praag Sales 

Corp., New York; W. L. Kauffman, Ingram-Richardson Mfg. 
Co., Beaver Falls, Pa. 


Reliable Automatic Sprinkler Co., Inc. 

The Reliable Automatic Sprinkler Co., Inc., New York 
City, made its booth a source of information on its auto- 
matic sprinkler equipment, providing literature which 
pointed out the adaptability of sprinkler installations to 
the work of the plumbing and heating contractor. Frank J. 
Fee, president, and J. E. Evans, vice president, represented 
the company at the convention. 


Republic Brass Co. 
A series of white steps was the foundation of the dis- : 
play of the Republic Brass Co., Cleveland, Ohio. A num- 
ber of new, as well as regular, bath, shower and lavatory 
fixtures; also all styles of lavatory, bath and sink faucets 
of its manufacture, were on display against black boards 
on the white steps. The feature of the exhibit was its 


new valve for built-in fixtures. All of the brass goods 
were shown in both nickel and chromium finish. The 
following representatives of the company were on hand: 
E. H. Blywise, president; Otto Schaffer, Leon Bloch and 
George Eckstein. 


jes ’ a 
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Top picture: H. E, Heinz and T. H. Gunning, both of Cham- 
berlain Co., Pittsburgh, Pa-——Bottom picture: W. C, Lannon, 
of Flannery Mfg. Co., Pittsburgh, Pa., and J. R. Dulany, 
president, Chamberlain Co. 
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SENT FREE 


THEJHEATING BOOKLET: A forceful 36-page presentation of 


domestic oil heating, including ———- sales arguments, pictures 
of oil-heated hcmes and_ business buildings, testimony of well 
satisfied prominent Vesta System users, etc. 


MECHANICAL DETAILS BOOKLET: 36 Pages of simply 


written technical information about fuel oils, oil burner installation 
and operation (including diagrams), apparatus types, flame contours, 
nozzle construction, ignition and controls, 


Together these attractive two-color booklets help to 
do the dealer's selling work, post him on making the 
installation and educate the customer to get full benefits 
from an oil burner purchase. 


You don't know how much an oil burner manufacturer 
can do to help the dealer until you have seen these took- 
lets, and you can't consider yourself fully qualified on 
domestic oil heating until you know all about 


The 
VESTA. SYSTEM 


which burns cheap fuel, has simple flame adjustment for 
maximum heating capacity and efficiency in any boiler, 
has the most reliable ignition known, is extremely sensi- 
tive in temperature control, free from all risk, eliminates 
practically all of the service call nuisance and affords a 


handsome profit on every installation. 


If you are not now handling an oil burner, or want to 
change over to one that is well engineered, a winner, fully 
approved, easy to sell and a real joy to the user, the 
Vesta System offers an opportunity that can't be dupli- 
cated, 


Investigate Our Agency Proposition 


Much good territory is still open to the right kind of local representa- 
tives. If you want to be identified with a reliable quality product—to 
work on a clean-cut business basis—to get attention and advertising 
consistent with your own efforts—and to have the backing of a house 
with unblemished reputation for honest guarantees and fair dealing — 
the Vesta Oil Heating System could profitably be made your leader. 


TO GET THE BOOKLETS MAIL THE COUPON 


Combustion Service Corporation, 
25 Beaver Street, New York. 


O Please send the Vesta System Booklets as advertised 
in Domestic Engineering. 


0 Please submit agency proposition. 


ee eee 


Address..... 


DOMESTIC ENGINEERING 


HEATING 


‘with the 


VESTA SYSTEM 
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Dececo All-White China Fixtures 
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New First National Bank Building, Boston as 
York & Sawyer, Arcts os 
Equipped with Dececo All-White China Fixtures saps 

| Re 
pid your pottery equipped with DECECO ee 
ALL-WHITE CHINA Fixtures or buy nee 
DECECO Fixtures separately—but buy as 
them for your customers satisfaction. a 
pt es 

. . °° : ih 
At little if any additional cost you can now he, 








supply DECECO Fixtures, with the proven 
practical china construction and a finish 
defying use and time. 








Today everybody wants beautiful, easily cleaned, 
glazed white china fixtures in preference to un- 
sightly tarnished metal. 


Buy DECECO ALL-WHITE FIXTURES the 
modern plumbing equipment with NO EXPOSED 
METAL. 










Your Jobber Can Supply You. 


THE DECECO COMPANY 
76 BATTERYMARCH ST. BOSTON 
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Teaching Sanitation by Display 
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The exhibits shown on this page were maintained by the following organizations:—Top row: The Trenton Potteries Co., 

Trenton, N. J.; Speakman Co., Wilmington, Del.—Second row: The Radiator Specialty Co., Charlotte, N. ©.; The Fiat Metal 

Mfg. Co., Chieago.—Third row: The Ross Mfg. Co., Kansas City, Mo.; The Vaile-Kimes Co., Dayton, Ohio.—Bottom row: 
The Pittsburgh Plumbing School; George E. Williams, Minneapolis, Minn. 
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Richardson & Boynton Co. 

A round smokeless boiler for house heating, made for 
hot water, steam and vapor-vacuum systems, was the fea- 
ture of the display of the Richardson & Boynton Co., New 
York City. A water heater was also on display in the 
booth, which was in charge of George G. Zingsheim, Minne- 
apolis manager, and E. S. Gunhus of Minneapolis. 


Rickert-Dickinson Co. 

A complete line of oil cans, made so that they cannot 
clog or spill was shown by the Rickert-Dickinson Co., 
Minneapolis, Minn. Michael A. Rickert was in attendance 
at the exhibit to show the principle of construction and 
uses of the cans. 

The Ridge Tool Co. 

The Ridge Tool Co., Elyria, Ohio, had a display of pipe 
wrenches, pipe vises and pipe cutters of its manufacture. 
C. H. Ingwer, president; E. E. Preston, James E. Lawrence 
and H. G. Rossell represented the company at the con- 
vention. 














Top picture: C. E. Pullum, sales manager, and E, J. Gossett, 

both of Bell & Gossett Co., Chicago.—Middle row: M. I. Weil, 

Steven Swisher and Jerry Mannion, all of Chicago Pump Co., 

Chicago.—Lower row: John Heinkel and George Quest, both 
of Blake Specialty Co., Rock Island, Ill. 


Robbins, Gamwell & Co. 

Charles Littel, sales manager, T. C. Nelson of Chicago, 
and N. S. Gordon of Detroit were in charge of the display 
of Robbins, Gamwell & Co., Pittsfield, Mass. The exhibit 
consisted of the company’s portable electric power pipe 
machine in operation, its nipple chucks, indirect water 
heaters, tank gauges, level scopes and fuel strainers. 


Ross Mfg. Co. 

A cardboard cut-out of a closet tank showed the closet 
fittings made by the Ross Mfg. Co., Kansas City, Mo., in 
that company’s booth. The name “Ross’’ was spelled out 
in the exhibit in tank bulbs made by the company. Other 
items on display were drain pipe solvent, boiler liquid 
and enamel cleaner. While the supply lasted, the repre- 
sentatives passed out ash trays and screw-drivers as 
souvenirs. The following were in attendance at the booth: 


J. C. Ryan, sales manager, J. P. Struck and Earl Mitchell. 
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Top row: Andrew F. Curtin and Andrew F. Curtin, Jr., both 

of A. F. Curtin Valve Co., Medford, Mass.—Lower row: M. 

W. Smith and F. S. Gouldthrite, both of Duriron Co., Dayton, 
Ohio 


Ruud Mfg. Co. 

In an attractive setting, the Ruud Mfg. Co., Pittsburgh, 
Pa., featured its automatic storage hot water heater, 
flanked by other models of the same héater. The com- 
pany’s instantaneous type of heater was also on display. 
M. L. Johnson of Minneapolis and H. M. Taylor of Mil- 
waukee, Wis., represented the company in the booth. 

J. A. Sexauer Mfg. Co. 

A glass-front closet tank under water pressure was the 
feature of the booth of the J. A. Sexauer Mfg. Co., New 
York City. Other products of the company which were 
on display were tank bulbs, washers, enamel cleaner, 
drain pipe solvent and its general line of plumbing spe- 
cialties. Cigars and key rings were given out to visitors 
to the booth. J. M. Sexauer, vice president and sales 
manager; L. C. Whitney, sales manager; J. F. Krause, 
district manager, and R. S. Myers, Minnesota and Western 
Wisconsin representative, were in charge of the exhibit. 

(Continued on Page 103) 














Top picture: D. Smythe and D. Cooper, both of Central Tube 

Co., Pittsburgh, Pa—Bottom picture: J. M. Sexauer, L. ©. 

Whitney, J. F. Krause and R. S. Meyers, all of J. A. Sexauer 
Mfg. Co., New York 
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| - Water Heater Bursts 
and House Is Wrecked: 


aq * | Left Carelessly Burning by Maid on Retiring It C auses| tea 
Blast Which Will Result in Demolition | der 
of Englewood Home. [* 






a 








Damage amounting to $35,000 was caused by an ex- 
| plosion in the home of Henry W. Chadwick, 229 Grand ave- 
| nue, Englewood, about 2 o'cleck yesterday morning when a 
30-gallon water boiler burst in the cellar. The blast prac- 
petty demolished the house. 





| 
¥ 
—* At the time of the mishap Ruseett} 

Chadwick, age 9, and Gordon Chad-| + 
wick, age 11, were alc 











in es rs 

house with a maid. A “ 
the boiler crashed through be 
oom and came within nix. gy che ro fe 











of Lay Bae - 
Th 


hie 

mer ; Sectional View, 
Model No. 1 for 

guarding domestic 

hot water supply 

systems from ex- 
plosions. 


e $35,000! 


“House practically demolished’”—“ Boiler section 6 inches from bed” 


A Red 1 i ae would have < ams it 


Items like this appear and reappear in the 
news columns with shocking regularity. 
Exploding boilers continue to take their 
toll of lives and property. 


Needless destruction, too—-most of it— 
brought about by a moment’s neglect in 
failing to turn off a water heater. Made 
doubly needless because of a second neg- 
lect—in failing to equip the hot water 
supply with a Red Top Relief Valve, 
Model No. 1. 


Make sure that the homes of your cus- 
tomers are Red Top equipped. In this 
way, you can protect the owners from 
boiler explosions, at the same time pro- 
tecting your reputation for good work 
against unfavorable comment that follows 
such catastrophes. 


What a Red Top does 


A Red Top automatically relieves rising 
pressures before they near the danger 
point. Installed in a domestic hot water 
supply system, a Red Top may be set to 
relieve in accordance with local condi- 
tions—set at least 25 pounds higher than 
the city pressure. 


How. it works 


It works on the gravity principle, pres- 
sure in the system forcing the nickel 
mixture weighted piston from the seat. 
That’s all there is to it—no levers, springs, 
diaphragm and other complicated 





mechanism. Parts are non-corrosive. 
There is no sticking at the seat. 





The sectional view above shows the lead 
ball cast in four sections—to relieve at 
50, 75, 100 and 130 pounds. 


Ap] rove d 
The simple positive action of the Red 
Top has been found reliable and bears 
the official approval of the Underwriters’ 
Laboratories, Inc., America’s foremost 
testing organization. 





Find out moré about this means of selling 
safety with your service. Send for 
descriptive folder. 


NEPTUNE METER COMPANY 
50 EAST 42nd STREET, NEW YORK, N. Y. 
Branch Offices in Principal Cities 























Red Top 
Relief Valve 
Model No. 2 


Near This valve which relieves at 30 
‘Tank HEATER pounds forms the basis for a 
highly efficient and economical 
pressure system of hot water 
° heating. 


Red fop Relief Valves 
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ROYAL FLUSH VALVES 
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A Case of Wanting 


the Best— 
and Getting It! 


























Superior quality and efficiency count for most i 
when you buy plumbing equipment. Mr. 
ee Ca En a Decker says that’s why the owners of the new 








toilet fixtures are used—if they require flush- Eitel Hotel selected Sloan Royal Flush Valves. 
ing, Sloan Royal Flush Valves will increase Plumbing contractors, too, recommend and install 


their efficiency. 
ene them for the same reason. 


SLOAN VALVE COMPANY 


CHICAGO 











Albany, N. Y. Butte, Mont. Des Moines, Iowa Jacksonville, Fla. Milwaukee, Wis. New York City, N.Y. Seattle, Wash. 
Atlanta, Ga. Cincinnati, Ohio Detroit, Mich. Kansas City, Mo, Minneapolis, Minn, Oklahoma City, Okla. St. Louis, Mo. 
Baltimore, Md. Cleveland, Ohio Durham, Conn. Los Angeles, Cal. Nashville, Tenn. Philadelphia, Pa. Tampa, Fla. : 
Boston, Mass. Dallas, Texas Fort Wayne, Ind, Memphis, Tenn, Newark, N. J. Pittsburgh, Pa. Washington, D.C. 
Buffalo, N. Y. Denver, Colo. Indianapolis, Ind. Miami, Fla. New Orleans, La. San Francisco, Cal. Richmond, Va. 
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BUSINESS CONDITIONS IN LEADING JOBBING 





CENTERS 








CHICAGO 


Reports from manufacturers, wholesalers and contrac- 
tors in this territory carry, for the most part, an opti- 
mistic tone and in general satisfaction is expressed with 
the progress of business so far this year. While business 
has not assumed as heavy proportions as at this time 
last year, material is, and has for the greater part of the 
year, been moving into consumption steadily and the 
total volumes to date on the various commodities vary 
only slightly, being lower on some and greater on others. 
While wholesalers still hesitate to order material for 
their anticipated requirements for any extended period 
ahead, they are, in the case of some commodities, pre- 
paring their stocks to meet apparent demands for 30 or 
45 days into the future. Stocks at manufacturing sources 
are, as a whole, ample, and wholesalers report little dif- 
ficulty in securing goods as wanted. In general, jobbers’ 
stocks are light, although sufficient to meet the ordinary 
immediate requirements of their trade in good time. 

At the time of going to press the outstanding develop- 
ment of the week was the release of a new price sheet 
by one large soil pipe foundry reducing prices. Actually, 
however, this was only a reduction of about 10 points 
from the prevailing market ag this foundry’s preceding 
sheet was 214 points above that of other makers. While 
no other foundries are known to have issued new sheets 
incorporating this change, most of them are taking busi- 
ness at a price midway between their own sheets and 
that of the maker mentioned above. No price changes 
were announced by the manufacturers of the other com- 
modities included in this report. 

May shipments of domestic pumps and water systems, as 
reported to the Department of Commerce by thirty-two 


manufacturers, aggregated 7,501 water systems, 38,529 
pumps and 11,912 cylinders shipped separately. 
Soil Pipe 

The outstanding development of the week at the time 
of going to press was the announcement by one large 
foundry of a price reduction. In reality this new sheet 
reduced the prices that were in effect only about 10 
points, as this foundry’s previous sheet was not the 
market in that it was 21% points higher than that of other 
makers. While, at press time, other foundries had not 
issued new sheets, they were accepting business at a price 
5 points off the market which has prevailed since Feb- 
ruary, 1926. The movement of soil pipe is maintaining 
about the same volume as during the week before. Pro- 
duction is still being maintained at a curtailed rate, but 
early deliveries are available from good stocks at 
foundries. 

Steel Pipe 

Demand on steel pipe mills shows little change from 
last week and the tonage moving into consumption is 
about normal for this season of the year, in the opinion 
of most makers. Wholesalers are not varying to any 
degree from their policy of ordering pipe in quantities 
corresponding to their actual needs, and this method of 
buying is the general rule. Mills are producing at a 
rate sufficient to insure deliveries just about as wanted. 
No price changes have been announced and the market 
is firm. 

Wrought Iron Pipe 

The prevailing demand for wrought iron pipe is on 
about the same level as for the last few weeks, and this, 
according to statements of makers, is well in keeping with 
the season. <A good percentage of the tonnage leaving 
mills is consigned for specific jobs and this, with the 
tonnage going into jobbers’ ‘stocks for replacement pur- 





OSSIBLY the development of greatest note dur- 
ing the week affecting the plumbing and heating 
industry was the announcement by one large soil pipe 
maker of a 10 point price reduction, new sheets being 
issued carrying this change. This represents 4 decline 
of 12% points from the above foundry’s previous 
sheet, but, as this was 2% points above the market, 
the reduction really amounts to only 10 points. At 
the time of going to press other makers had not met 
this price, but were accepting business at a level about 
5 points higher. No price changes were announced by 
the makers of the other commodities included in this 
report. 
In nearly all lines activity is well sustained. The 
quickening interest manifest by most wholesalers dur- 





SOIL PIPE PRICES REDUCED 


ing recent weeks continues uninterrupted, and in 
several lines jobbers, while not attempting to antici- 
pate their future needs for any extended period, are 
paying heed to demands that quite obviously will arise 
within the next month and a half. Manufacturers 
are producing most items in sufficient volume to main- 
tain good working stocks. While, on the whole, job- 
bers are not carrying heavy stocks, they are able to 
supply their trade’s normal demands from stocks on 
hand, relying on makers for early deliveries in 
emergencies. May shipments of domestic pumps and 
water systems, as reported to the Department of Com- 
merce by thirty-three manufacturers, aggregated 7,501 
water systems, 38,529 pumps and 11,912 cylinders 
shipped separately. 
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Old homes have been virtually re- 
stored both in physical appearance and 
in value while new homes have been considerably 
enhanced at the outset by the installation of 
T/N One-Piece Closets. Indeed they add a dis- 
tinctive touch of craftsmanship to the whole 
building interior! Not like any other type in 
appearance, they are equally unlike in their many 


decided advantages. 





It costs no more to sell the owner the quiet, powerful, positive-action T/N unit than 
some fixture far inferior. And think what it means to you—both in profit and prestige! 


W. A. CASE & SONS MFG. CO., 220 Delaware Ave., Buffalo, N. Y. 


Potteries: Robinson, III. 
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poses, aggregates a fairly good volume. No difficulties 
are encountered in securing prompt deliveries from mills. 
Prices are firm and have not changed. 
Enameled Ware 
Manufacturers in this territory state that demand for 
enameled ware continues to show the tendency lately to 
turn upwards and, that while call for this ware is not 
what might be termed heavy, the volume moving is quite 
substantial. While wholesalers are still adhering to their 
policy of ordering mainly as definite needs are created 
they are, nevertheless, paying more attention to their 
apparent needs 30 or 45 days hence. Ample stocks at 
factories make possible early deliveries when wanted. No 
price changes were announced during the week. 


Pottery 

Interest during the week for staples was, for the most 
part, confined to specific projects and material needed to 
replace stock moved into consumption. Demand is fair, 
however, as an increasing amount of construction is ap- 
proaching the stage where pottery ware will be needed, 
and many jobbers are preparing their stocks for this time, 
especially where definite needs are apparent. Close range 
buying of staples, however, continues to be the rule, job- 
bers refraining from anticipating their needs for any 
extended time under existing price conditions. Early 
deliveries of staples are possible. Prices have not changed. 

Plumbers’ Brass Goods 

While the volume of business placed so far this year 
and shipments to date are said by manufacturers to be 
below those for the like period of last year, they report 
that the last few weeks has seen a tendency on the part 
of business to turn slightly upwards. This is a result of 
growing needs of contractors for brass goods, as whole- 
salers are still confining their purchasing to quantities 
commensurate with their actual requirements. For the 
most part, early deliveries can be had from manufacturing 
sources. Prices have not changed. 

Range Boilers 

Interest in range boilers continues to evidence a tone 
of sluggishness. Wholesalers in general are not entering 
the market for boilers in quantities any larger than 
actually needed to meet their immediate requirements and 
in most instances are picking-up boilers from manufac- 
turers’ warehouses as specific projects present themselves. 
Makers can make prompt deliveries. No price changes 
have been announced during the week. 

Boilers and Radiators 

A good seasonal demand continues for boilers and ra- 
diators and manufacturers state that the volume of busi- 
ness to date is well abreast of that for the same period 
of last year. Manufacturers in general have good stocks 
of most items, and, on the whole, deliveries are going 
forward promptly. Prices have not changed. 


NEW YORK 


Business in the plumbing and heating materials market 
centered about New York City during the week was fea- 
tured by comparatively small lot rush shipment ordering 
which, however, aggregated good tonnage. Buyers, taken 
collectively, are not looking ahead to any great extent 
when placing their business, and with activity fairly sub- 
stantial are required to make frequent commitments. 
The rate of consumption, while good, is found to be con- 
siderably off that at this time last year. 

While surveys of building activities disclose a down- 
ward tendency in volume when a comparison is made 
with last year, the loss is not great neither is it common 
to all of the communities supplied from the New York 
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market. Some of the larger cities are slightly ahead of 
1926 and many smaller towns are about holding even; 
but from month to month a slight loss has been sustained 
in the five boroughs comprising New York. 
Manufacturers have long since become reconciled to 
the fact that buyers will continue to follow what has 
become the accepted method of making engagements, that 
is, for present and immediate requirements only, and they 
are endeavoring to keep their local distribution plants 
well stocked in order to comply with the service require- 
ments of the wholesale trade. The aim of most jobbers is 
toward quicker turnovers; consequently they are avoiding 
heavy stocks. This is also true of the buying methods 
of plumbing and heating contractors, as they continue to 
order materials only for jobs already under contract. 
The major development during the past week was the 
price decline of soil pipe, as announced by an eastern 
foundry. 
Soil Pipe 
Stocks in the warehouses of foundries are, in most in- 
stances, in good shape while those in the yards of jobbers 
are comparatively low. The aim of the latter has been 
to keep only abreast of the requirements of their trade 
with small rush shipment placements. The business of 
many of the larger foundries has not been normal in 
volume for some time past, due to the price shading of 
some smaller eastern and southern foundries; however, 
the total tonnage of soil pipe disposed of is fairly good 
even though not as great as it was at this period last year. 
One large eastern interest announced a 10 point price 
decline during the week. Deliveries are prompt. 
Steel Pipe 
While the volume of steel pipe business is not as great 
as during June of 1926, the current demand is rather 
steady and comprised mostly of small immediate ship- 
ment quantities. An increase, though slight, was seen 
by mills in the last week’s business as jobbers continue 
to hold their stocks low and place dependence on the 
ability of manufacturers to forward promptly. Mill prices 
are firm as are the quotations of jobbers except in isolated 
instances. 
Wrought Iron Pipe 
Consumption looked up somewhat during the week as 
the purchasing power of the Brooklyn contractors has 
again become a part of the New York market after nearly 
ten weeks of comparative idleness due to the labor diffi- 
culties experienced in this territory. Demand for wrought 
iron pipe continues to vary from week to week as whole- 
salers are content to maintain stocks but slightly ahead 
of the needs of their trade. Mills are keeping well beyond 
forwardments. Makers’ prices are firm and have not 
changed. 
Enameled Ware 
Demand from master plumbers is showing a slight 
week to week increase and jobbers continue to order ware 
in quantities only large enough to meet these require- 
ments, placing no little dependence on the ability of 
manufacturers to make prompt deliveries. The ware- 
houses of the latter are well stocked with assorted pieces 
of ware so that little or nothing is heard of delivery 
disappointments. No change has been noted in the price 
situation. 
Pottery 
Manufacturers during the week were in receipt of some 
of the pottery business from this territory which has been 
expected for a number of weeks as the contracts on the 
buildings for which it is intended have been let. The 
amount of business known to be in the same situation 
gives potters an optimistic attitude when discussing the 
future. Wholesalers are continuing business on conserva- 
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No. 1 


The No. 1 Vogel Frost 
Proof Closet is in de 
mand wherever a closet 
is desired for unheated 
buildings—such as the 
Garage, Back Porch, 
etc. It is easy to in 
stall because it comes 
to the plumber al- 
ready tested and as- 
sembled and does not 
require a pit. 


Vogel Frost Proof Hy- 
drant. For supplying 
water in unheated 


Garages 
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Continuous flush frost 
proof closet 
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A LINE ON A LOT 
OF NEW PROFITS 


Progressive plumbers everywhere find the 
Vogel Line the “Line of Least Resis- 


tance.” 

The reason Vogel Products move so 
easily and stay sold is that the under- 
lying basic principle insures strength, 
durability, and reliable service. 

The Famous Vogel Valve is so constructed 
that a strong, positive and thorough flush 
takes place after each operation, without 
wasting a drop of water. 





Your jobber will tell you how to pull in 
a lot of new profits with Vogel Products. 


See him today! 


WILMINGTON, DEL. 
ST. LOUIS, MO. 


JOSEPH A. VOGEL CO. 
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Southern outfit Will 
stand the test of time 
with very little leakage 
and repairs. 


The No. 5 Vogel is for 
inside installation in 
factories, industrial 
plants and mill vil- 
lages. Can be made 
semi-frost proof by us- 
ing No. 1 valves. J 
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tively low stocks, reflecting the requirements of plumbing 
contractors quickly. Prices have not changed. 
Plumbers’ Brass Goods 

Releases received by manufacturers of both tubular and 
cast brass goods continue to mount since the previous 
report, reaching a proportionately higher volume than 
was shipped during the same month of last year. Calls 
from master plumbers for brass commodities are increas- 
ing constantly making inroads on the far from heavy 
holdings of jobbers who, however, are making an effort 
to keep their stocks assorted and above demand. Makers 
have adequate stocks and are operating at sufficient ca- 
pacity to keep pace with demand. Prices are unchanged. 

Range Boilers 

Wholesalers as well as master plumbers are exercising 
caution in making engagements for range boilers with the 
result that producers are far from satisfied with the vol- 
umes of their business in this territory, according to all 
reports. Buyers of jobbing houses are ordering range 
boilers in small lots and their trade as a whole are buying 
boiler by boiler just as their jobs require. Manufacturers 
have ample stocks and can make shipments promptly. 
Prices have not changed. 

Boilers and Radiators 

Proceeding at much the same rate that has characterized 
it for several weeks past, the boiler and radiator business 
in the New York territory totals a satisfactory volume. 
Heating contractors continue in the market for amounts 
of heating equipment that bode good quantities for the 


month. No difficulty is experienced with deliveries. 


Prices have not changed 


PHILADELPHIA 


June sales figures promise to bring more contentment 
to the in the Philadelphia 
territory, as the volume of sales in the district has shown 
a slight improvement over -May. However, this business 
appears to have been more evenly divided among jobbers 
than in earlier months. This is due in a measure to the 
fact that credit conditions are not particularly good, and 
some of the refused business which 
they ordinarily have gotten, this going to other 
companies more willing to take a chance on payment. One 
large wholesaler states he has turned down approximately 
$150,000 in business because of deferred payments being 
Another house, however, has accepted consider- 
25 per cent of the total sched- 
uled to be paid at a later date. 

The feature of the price market during the week was 
a ten point reduction on soil pipe by one large foundry, 
this being followed by at least one southern and one 
eastern maker products covered by 
this report were not changed. 


hearts of some wholesalers 


larger houses have 
would 


asked. 


able business with about 


Sheets on other 
Soil Pipe 

A considerable quantity of soil pipe ordered - by 
wholesalers for shipment within 30 days following a price 
decline by at least three foundries, one of them being one 
of the largest in the field. The reduction quoted is a 
decline of 10 points on the Eastern base. Assurances 
by some foundries that this price will be offered for a 
short time caused a flurry of buying by many of 
these makers’ customers. Delivery conditions have not 
changed, early shipments being made in most instances 


was 


only 


without difficulty. 
Steel Pipe 
A slight improvement in the demand for this commodity 
is noted by some mills, as the long delayed building pro- 
gram for this section begins to assume some proportions. 
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This, however, does not mean that demand has assumed an 
active character as yet. The average mill is maintaining 
large stocks, using prompt delivery service as one of its 
arguments for the securing of orders. Neither mill nor 
resale prices have changed. 
Wrought Iron Pipe 

None of the larger mills are receiving any considerable 
volume of business, although a scattering of small orders 
are coming in to their local offices. Total shipments into 
the territory for this month should exceed those of May, 
however, it is estimated. Mill stocks vary in size, depend- 
ing upon policies established by their managements. Prices 
have not been changed by either maker or distributor. 
Prompt shipments are commonly desired and secured. 

Enameled Ware 

The wholesaler, approached by manufacturers with re- 
quests for placement of orders for stock, displays little 
interest, the average distributor continuing to keep his 
inventories low. Jobbers securing the contracts for some 
of the many medium sized apartments that are being let 
are in the market for a considerable volume of the type 
of ware used in this kind of construction. Generally 
speaking, demand shows little change from a week ago. 
Prices have not been changed. 

Pottery 

Conditions have changed little on this product, demand 
for staples continuing to be rather sluggish, despite the 
low prices quoted on present sheets from potters. There 
are many medium sized apartments projected, and sales- 
men are busy attempting to get their ware specified for 
these. One maker states his shipments into the territory 
for the month will show a decline, both from May, 1927, 
and June, 1926, figures. Prices have not been changed. 
Staple items can be shipped without delay. 


Plumbers’ Brass Goods .- 

Low price levels continue on tubular goods, with little 
stiffening of the market in evidence. In fact, reports of 
slight shading when orders of consequence are at stake 
are still received. Cast brass prices are maintaining ap- 
proximately the same average. Current business is not 
heavy on either type, the tubular manufacturer getting 
more than the cast maker, due to the fact that more of 
the latter type is on contract. Few manufacturers report 
any delays in shipments. 

Range Boilers 

Weakness is reported’shown by price quotations from 
some of the makers. Demand continues to be sluggish 
in tone, actual requirements furnishing the basis for the 
great bulk of the orders placed. The slight upward swing 
to the operation house building program is making itself 
felt to a certain extent in range boiler sales, however. 
Deliveries are being made promptly. 

Boilers and Radiators 

“Business is pretty good,” is the report received from 
the local manager of one of the manufacturing plants 
which ordinarily secures a good proportion of the busi- 
ness from this district. The bulk of the tonnage secured 
continues to be for products to be used in residences and 
medium sized apartments. Prices show no change since 


last week. Deliveries are prompt. 





Kingsport, Tenn.—Jones & Wexler, plumbing contrac- 
tors, will erect a new building on Clay street. The build- 
ing will be of brick construction, 33 by 100 ft. 

Sweetwater, Tex.—L. R. Snyder & Co., of Dallas, Tex., 
have been awarded the plumbing and heating contracts on 
the remodelling and new addition to Levy Bros. store 
in this city. The same firm has also been awarded the 
plumbing and heating contracts on the remodelling of 
the court house and the $50,000 Ward school. 
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Sarvkquip Septiclanks —— 


Use these big value SAN-EQUIP 
Septic Tanks to get some additional 
plumbing jobs right now. 


BREMEN, 5 00 SE SERIE IGS AD, 
m ” = - ieee ie ssc 


Many home owners beyond the sewer 
lines are waiting to be told about good 


plumbing and safe, dependable sewage 
disposal. 


Be the one to tell "em and bank the 
extra profits. 








Total Working ! Rating No. of People Dimensions—Inches a | Retail 
Capacity | Capacity —1 = 7 ping 2 
Gallons | Gallons | Home | School |Factory| Diameter Depth ‘Riceie 








Ibs.| Price 
245 38 48 295 $ 40.00 
360 48 48 325 52.00 
550 52 Length 60 420 90.00 
1150 Length 96 950 180.00 
1725 Length 12 ft. 1300 265.00 
2300 Length 14 _ ft. 2400 350.00 
2875 Length 1714 ft. 2850 435.00 
3450 Length 21 ft. 3300 520.00 
4025 Length 241% ft. 3750 605.00 
4600 Length 28 ft. 4200 690.00 












































These new prices are in line with the SAN-EQUIP 
policy of co-operation with the plumbing trade—to help 


you sell more plumbing jobs. Te faekguip 


There is less reason now than ever for the plumbing 
dealer to connect good plumbing to a home-built septic PLUMBER. 
or any other septic than a SAN-EQUIP. The No. 402 
at $40 is the same good, dependable unit which sold eight PROTECTS 


| 
| years ago at $85—and worth it. the HEALTH 
An ever increasing demand has brought about eff- of th 
e 
| 


cient quantity production and big savings in costs. 





eg 


plumbing because we together—manufacturer, whole- 
saler and plumbing dealer—are telling them how easily 
they can, with the aid of a SAN- og a have the 
ot og and comfort which good plumbing makes You can have SAN-EQUIPS 





More home owners beyond the sewer lines are buying N anion /) 
an in 


ah Rar 





sent right to the job with 


CHEMICAL TOILET CORPORATION the other fixtures. Your 


wholesaler has them — no 
E. Brighton Ave. 23 Syracuse, N. Y. waiting. 


MSE. Bees, 


San- ror Septics are sold exclusively through the Plumbing Trade 


Mention Domestic ENGINEERING when writing advertisers. , 
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A number of manufacturers have found the past week 
rather quiet, in some cases a falling off from previous 
being noted. No tangible reasons for this tem- 
porary lull in business are offered, for while conditions 
have attained better levels with each succeeding month, 
the market, however, is still spotty, being attended by 
those inconsistencies in the volume of demand which have 
characterized the year thus far. 

The volume of jobbers’ orders from a monetary stand- 
point has somewhat increased over the past month a!- 
though there is little display of anticipating for future 
requirements or of heavily augmenting present stocks. 
The rate of consumption of material by plumbing and 
heating contractors has perceptibly quickened causing 
better turnovers of wholesalers’ stocks and resulting in 
the receipt of more frequent, but nevertheless moderately 
sized, orders by makers. 

Mills and factories are producing steadily and generally 
sufficient surpluses to enable them to make unex- 
tended deliveries. The outstanding feature of the .week 
was the announcement by one leading foundry of a 10 
point reduction in soil pipe. This decline has been fol- 
lowed by several makers but at this writing new sheets 
have not as yet reached the jobbing trade. Wholesalers 
slight reductions on their out-of-stock prices of 
earthenware during the past week. 

Soil Pipe 

A 10 point decline in prices of soil pipe was announced 
by one large maker during the week and this was gen- 
erally recognized by several other makers. There has 
been little covering done, according to foundry representa- 
tives, so far, but the tonnage moving at the present time 
to wholesalers’ warehouses is of fairly satisfactory volume. 
Good deliveries are effected from sources. 

Steel Pipe 

While wholesalers are disposing of steel pipe in quanti- 
ties which are commensurate with demand for other com- 
modities they are neither specifying ahead nor heavily 
increasing their stocks. Frequent replacement orders af- 
ford mills satisfactory tonnage. Prompt delivery service 
is accorded distributors from ample reserves at sources. 
The market is firm with no price changes. 


weeks 


have 


made 


Wrought Iron Pipe 

A comparatively quiet week was experienced by one 
mill representative while others state that business con- 
tinues to be of moderate proportions. A close check-up 
of projects which will require wrought iron pipe gives 
promises of good volume for makers during the months 
of July and August. Placements of distributors reflect 
their unwillingness to lay in heavy stocks but on the 
other hand well varied holdings are made possible by 
quick shipments from sources of supply. 
changed. 


Prices are un- 


Enameled Ware 

Demand has slackened during the past week according 
to one large manufacturer but bookings for July 1 de- 
livery are generally of good proportions. The improving 
building situation is causing plumbing contractors to come 
into the market for more enameled ware, which in turn 
is responsible for increases in jobbers’ holdings. There 
is tfoted, however, no departure from the close range 
buying methods of wholesalers. Quick deliveries from 
factories are granted. Prices are unchanged. 

Pottery 

Jobbers, generally, are not stocking heavily on staple 
bowls and tanks, although maintaining sufficient stocks 
to promptly serve the present wants of their trade. With- 
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drawals, on contracts made at the price reductions several 
months ago, though not large in quantity are becoming 
more frequent and afford potters satisfactory volume. 
Better shipments of special ware are reported by most 
makers. An approximate 5 per cent reduction in prices 
of staples was announced by jobbers during the week, 
Potters’ prices are unchanged. 
Plumbers’ Brass Goods 

The past seven days have brought about little or no 
change in conditions governing the cast and tubular brass 
goods market. Wholesalers’ shipments of fubular items 
are slightly improved while the demand for cast goods, 
being only moderate, does not vary. Manufacturers have 
accumulated good stocks which insure prompt deliveries. 
The number of orders being placed with factory repre- 
sentatives for future shipment are small but releases on 
former contracts are coming through better than hereto- 
Prices are unchanged. 

Range Boilers 

One prominent manufacturer reports that his plant is 
operating at a brisk pace and that he is working against 
a back-log of orders, the majority of which are tail- 
enders of old contracts. No embarrassment in deliveries 
is felt in this particular case and makers generally are 
in position to ship when requested. Several other makers 
report a better volume during the past week. Prices are 
unchanged. 


fore. 


Boilers and Radiators 

Some manufacturers were not so well favored as others 
in securing orders prior to the recent advance in prices 
of boilers and consequently shipments at this time are 
reported from poor to moderate. Business transacted at 
prevailing prices is not exceptionally brisk. Stocks at 
factories and at makers’ local warehouses are ample and 
good deliveries are offered. 


PACIFIC COAST 


Coast business continues at about the same level from 
week to week. Building operations as a whole are good, 
being better in some districts than in others. Price con- 
ditions vary in the different jobbing centers. Jobbers’ 
prices are closely following replacement costs and any 
changes in manufacturers’ prices are immediately being 
reflected in jobbers’ quotations to the trade. 

Soil Pipe 

While most purchases of soil pipe continue to be in 
small lots for actual requirements only, the gross tonnage 
being used at present is well up to normal. Jobbers’ 
stocks are well assorted and present requirements of the 
trade can be delivered without difficulty. During the week 
most coast jobbers reduced out of stock prices on this 
commodity in line with foundry reductions. 

Steel Pipe 

There is not any noticeable change in the demand for 
steel pipe which continues to be mostly in small lots for 
actual requirements only which nearly all distributors can 
furnish from stocks on hand without difficulty. Prices 
to the trade remain unchanged. 

Enameled Ware 

There is practically no forward buying of this com- 
modity, the trade purchasing only such material as re- 
quired on contracts closed. Distributors are carrying only 
minimum stocks, replacing merchandise from nearby fac- 
tories in about the same volume as sales. Prices remain 
unchanged. 

Pottery 
A moderate demand prevails for pottery which jobbers 


can fill from stocks on hand without difficulty. 
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As an authority | 
can you afford not to | 
recommend Brass Pipe? @ 








i HE homebuilder respects your 
knowledge of plumbing pipe. Can | 


you afford to recommend pipe that will | 
rust and cause trouble? 














Recommend Anaconda Brass Pipe. 


Yourcustomer knowsits value because 
it is extensively advertised. 


Anaconda Brass Pipe is guaranteed 


for your protection and trade-marked 
for easy identification. It costs no more 
than good brass pipe should. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 


Canadian Mill: ANACONDA AMERICAN BRASS, LTD. 
New Toronto, Ont. 


ANACONDA 
BRASS PIPE 
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Throngs View Exposition 


(Continued from Page 90) 
Sloan Valve Co. 

The booth of the Sloan Valve Co., Chicago, was a 
symphony of color. The background of the exhibit was 
black, with purple velvet draperies and a gold cloth 
border. In the center of the booth were two large bottles 
of green liquid, showing the amount of flush both when 
the valve is released and when it is left open. A closet 
with a flush valve installed attracted eyes toward the 
booth, which was in charge of J. P. Harper, assistant sales 
manager; W. D. Sargent, advertising manager, and H. E. 
Agness, Minneapolis representative. 

Speakman Co. 

Complete shower equipment, including shower heads 
and faucets were shown by the Speakman Co., Wilming- 
ton, Del. The company featured the new chromium finish 




















Top picture: Howard E, Nilson, G. A. Nilson and E, E. Hor- 
nung, all of Fiat Metal Mfg. Co., Chicago.—Bottom picture: 


Allan J. Coleman of A. J. Coleman Co., Chiengo; 8. Apple of 
Afceo Mfg. & Sales Co., Cleweland, Ohio; Lee M. Keller, sales 
manager, Coyne & Delany Co., Brooklyn, N. Y. 


to its brass goods. Harry J. Harte, district sales manager 
of the middle western territory, and Cliff Mahaffey of 
Chicago were in charge of the booth. 

Standard Sanitary Mfg. Co. 

The features of the elaborate display of the Standard 
Sanitary Mfg. Co., Pittsburgh, Pa., were the new-style 
vitreous china lavatories with new-style, chromium-plated 
faucets of unusual design, new acid-proof ename) kitchen 
sinks and new enameled laundry trays. The company’s 
regular line of goods was also shown in the booth and 
included, bathtubs, water closets, lavatories, shower cur- 
tains and brass goods. The following represented the 
company at the convention: Theodore Ahrens, president; 
Willard C. Chamberlin, vice president and general sales 
Manager; L. B. Fulton, manager of the Chicago office; 
C. B. Nash, advertising manager; FE. J. Hartman and J. 
W. Shoemaker of the advertising department. R. W. 
Hagenbuch, manager of the Minneapolis branch, was in 
charge of the exhibit, and was assisted by H. W. Monroe 
of Des Moines, Iowa, and C. H. Dean of Minneapolis. 

Stringer Bros. Co., Inc. 

Stringer Bros. Co., Inc., Chicago, had on display in its 
booth examples of its waste, vent and revent fittings for 
cast iron installations, screw pipe installations or a com- 
bination of the two. C. C. Stringer, president; A. BE. 
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Top picture: F. K. Dibley and F. W. Fuller, both of Hoffmann 

& Billings Mfg. Co., Milwaukee, Wis.—Bottom picture: 

Charles F. Sanders, K. E. Phares and C. C. Heller, all of 
. Dayton Pump & Mfg. Co., Dayton, Ohio 


Stringer, vice president and secretary; A. N. Jacobsen, 
sales manager, and William D. Murphy, special field repre- 
sentative, were on hand in the exhibit to greet friends and 
acquaintances. 

The Toledo Pipe Threading Machine Co. 

Pipe tools, featuring an automatic cutter, a pipe ma- 
chine, a universal power drive and helper and an auto- 
matic pipe cutter were shown in the booth of the Toledo 
Pipe Threading Machine Co., Toledo, Ohio. The following 
representatives were in attendance at the convention: 
S. S. Thornberry, W. R. Vosper, D. Coleman and C. E. 
Brokaw. 

Trenton Potteries Co. 

Regular closet combinations, wall-hung closets, lava- 
tories, drinking fountain, a dental lavatory, and a urinal 
stall were all displayed by the Trenton Potteries Co., 
Trenton, N. J. The booth was in charge of P. R. Berry- 
man and W. G. Sine of the Chicago office. 

















Top row: Ira Baker and Harry E. Kerr, both of Cleveland 

Gas Burner & Appliance Co., Cleveland, Ohio; B. F. Temple- 

ton, Decatur Pump Co., Decatur, Ill, and W. S. Calvert, 

Refinite Co., Omaha, Nebr.—Bottom row: F. W. Sieffert, J. J. 

Shea, J. H. Moeller and H. F. Weaver, all of Peerless Selling 
Co., Evansville, Ind. 
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Top row: The booths of Allan J. Coleman, Chicago; The 


—Bottom row: 
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The Reliable Automatic Sprinkler Co., New York 
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City; the Ferguson & Lange Foundry Co., 


J. A. Sexauer Mfg, Co., New York City 


Union Brass & Metal Mfg. Co. 

A faucet display under pressure and on a 
was the outstanding feature of the booth maintained by 
the Union Brass & Metal Mfg. Co., St. Paul, Minn. Other 
faucets of the company’s manufacture were shown on dis- 


play boards, and a shower display was also set up in 


lavatory 


the booth. The following representatives of the com- 
pany attended the convention. C. B. Michel, president; 
G. F. Gerlach, secretary; A. M. Fritz, H. R. Paulsen and 


Cc. V. Walsh. 
The United Electric Co. 

The United Electric Co., Canton, Ohio, showed an in- 
stalled vacuum cleaner with a glass front to show its 
operation, and also had a display board of tools. A. D. 
Elliott of Minneapolis, and E. O. 
ager, were in charge of the booth. 


Kuendig, general man- 


United States Radiator Corporation 


Two new round boilers and three sections of the com- 





Left to right: J. P. 


Struck, J. 
E. F. Mitchell, all of Ross Mfg. Co., Kansas City, Mo.; J. E- 


Cc. Ryan, sales manager and 


Johnson, of Johnson Mfg. Co., Detroit, Mich. 





pany’s new type of radiation was displayed by the United 
States Radiator Corp., Detroit, Mich. W. N. Parks, man- 
ager of the Minnesota branch, was in charge of the booth, 
and the other representatives present R. W. Hill- 
man, Detroit, assistant vice president; A. H. Lamm, G. 


Wolvert and H. Madson. 


were 


United States Sanitary Mfg. Co. 
Harold A. John D. Smith and F. P. Logan were 
in charge of the booth maintained by the United States 
Sanitary Mfg. Co., Pittsburgh, Pa. The display consisted 
of lavatories, bathtubs and sinks of the company’s make, 
and also included a sink support. Around the walls of the 
booth were pictures of some of the prominent buildings 
in which the company’s ware had been installed. 
The Vaile-Kimes Co. 
Deep well pumping systems, shallow well pumping units, 
automatic softeners, semi-automatic water 
ers and minute type water softeners were shown 


Cross, 


water soften- 


by The 
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Left to right: Mrs. A. C,. 
president, and G. C. Freeman, all 
Chicago 


Brown, E,. E. Brown, A. C. Brown, 
of Chicago Faucet Co. 


1927 


Mfz. Co., Chicago; Campbell Tanks, Inc., Nashville, Tenn. 
Chicago; the 
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Jenkins Iron Body Gate Valves have 
globe-shaped body with round-oval neck. 
This shape, based on the familiar fact 
that pressure containers possess maxi- 
mum strength when made in shapes of a 
circular nature, provides a body pos- 
sessing great strength as well as pleasing 
appearance. 


The faces of the wedge are free from pro- 
jections or bulges to interfere with 
proper operation of the valve. Wedges Fig. 253 
are accurately machined and inter- Jenkins Medium Pree 
changeable, and wedge guides consist of — screw and yoke, 
two ribs of equal width, thus permitting OEY 

reversal of wedge, insuring tight closing 
under al] conditions. These guides -are 
of such length that full bearing surface 
contact is made with wedge at all times. 


The handwheel, patterned after the 
steering wheel of a motor car, provides 
firm grip and easy operation. 

In addition to these features there are 
a number of other refinements that 
assure valves which will stand the se- 
verest service in the use for which they 
are recommended. They are valves that 
contribute to low plant maintenance 
by giving years of trouble-free service 
—the factorthat really determines 
valve economy. 
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Fig. 325 
Jenkins Standard Iron 
Body Gate, screwed. 


* + * * 

re P ‘ 
shes: Jenkins Iron Body Gate Valves are made if 
standard, medium and extra heavy patterns, 
inside screw with stationary spindle or outside 
screw and yoke with rising spindle, screwed 


ates 
isted 


lake, 


ya : 








» the or flanged. 

ings JENKINS BROS. ia 
- ss 80 White Street . . . New York, N.Y. e 

_— 524 Atlantic Avenue . . Boston, Mass. , 

133 No. Seventh St. .. . “hiladelphia, Pa - 

nits, 646 Washington Blvd. . . .Chicago, III. i 
ften- JENKINS BROS., Limited a 
The Sectional view, Fig. 253 Medium Montreal, Canada London, England oy 
Pressure Iron Body Gate, outside FACTORIES ; Fig. 203 4 i 
screw and yoke, flanged: Bridgeport, Conn. Elizabeth, N. J-. Jenkins Extra Heavy r 

rep | Montreal, Canada Iron Body Gate, flanged. q 
; | | 
" 





the”Diamond" 


ww aon 








own, 






Co. A oc 





SINCE 1864 


Ps Si ii MN a i i a iis caibitil 





Mention Domestic ENGINEERING when writing advertisers. 








106 DOMESTIC 


Vaile-Kimes Co., Dayton, Ohio. L. R. Ebert was in charge 
of the booth. 
Van Praag Sales Corp. 

The Van Praag Sales Corp., New York City, had a dis- 
play of gasoline and kerosene torches, gasoline and kero- 
sene furnaces and a kerosene roarer outfit for welding 
brazing and thawing. A. T. Weigold and J. A. Sanders 
were in charge of the exhibit. 

Walker Dishwasher Corp. 

A beautiful combination built-in sink and china closet 
in green tile, in which was incorporated an electric dish- 
washer, was the prominent feature of the exhibit of the 
Walker Dishwasher Corp., Syracuse, N. Y. Another dish- 
washer sink of the company’s manufacture was on dis- 
play, as was a plain electric dishwasher unit. George 
Loomis, treasurer, and E. A. Corey of Minneapolis, were 
in attendance at the exhibit. 








Top row: E. W. Ashenton, Fred Bros. and CC. F. Abright, all 

of Wm. Bros Boller & Mfg. Co., Minneapolis, Minn.—Bottom 

row: William Romanoff, M. F. Ryan and L. Chapman, all of 

H. Kramer & Co., Chicago; C. B. Killen, of Killzun organiza- 
tion, Chicago 


Weil-McLain Co. 

The Weil-McLain Co., Chicago, Ill., and Michigan City, 
Ind., had a large booth in which was shown a special 
cut-out model of its round-type boiler as well as its 
square type smokeless boiler, and its self-feed boiler. An 
electric sign showed the operation of the corrugated fea- 
ture of the boiler. The jobbing division of the company 
was represented by Isidor Weil, while the manufacturing 
division was represented by Martin Weil, Thomas D. Cas- 
serly, C. F. Newport and James A. McDonald. 

George E. Williams 

A display of his patent formed-fiexible-finished wiping 
cloth was shown by George E. Williams of Minneapolis. 
Mr. Williams, himself, was in the booth most of the time 
during the convention, and he also showed soldering flux. 

Wolff Mfg. Corp. 

Colored enamel fixtures were the feature of the large 
attractive booth of the Wolff Mfg. Corp., Chicago. A 
complete bathroom with colored fixtures held the center 
of the booth. At the left was a display of the company’s 


brass goods, shown in a booth draped with velvet curtains. 
The rest of the exhibit was taken up with several new 


designs of lavatories, both in colored and white enamel, 
a shampoo lavatory 


sinks, dishwashers, and a double 
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William J. Woolley, president; H. L. 
F. D. Gassmere, secretary, and 
George Schwartz, sales engineer, represented the company 
at the convention. 


barber’s lavatory. 
Warden, vice president; 


Wolverine Brass Works 
L. A. Cornelius, president; R. E. Larson, sales manager; 
Otto G. Jentsch, V. Adams and John Carroll represented 
the Wolverine Brass Works, Grand Rapids, Mich., at the 
exposition. The company maintained a display of tank 
bulbs, sewer rods, traps, faucets, concealed fixtures, and 
the rest of its line of brass goods, all displayed attrac- 

tively on a purple velvet display stand. 


Woodward-Wanger Co. 

The booth of the Woodward-Wanger Co., of Philade!- 
phia, had a large display of tank balls, washers and hard 
rubber floats grouped on a merchandising stand. Another 
stand held white closet seats, while still another contained 
the company’s line of bath, basin, sink, lawn, wash-tray 
and sediment faucets. Literature giving a merchandising 
plan for sale of white seats was passed out, and cigar 
lighters were given out as souvenirs. C. W. Wanger, 
president; J. F. Furst of Minneapolis, E. R. Dicks of 
Milwaukee, H. D. Banner of Omaha and G. V. Wells of 
Minneapolis represented the company at the exhibition. 

“X”’’ Laboratories 

J. W. Gannon, E. W. Sanborn, W. M. Ireland and Mrs. 

Boyce greeted people as they entered the hall, from the 


booth of the ‘*X’’ Laboratories, New York City, which 








Paul L. Williams, vice president and W. B. 


Top picture: 
Campbell, president, Campbell Tanks, Inc., Nashville, Tenn.— 


Bottom picture: Joseph Crotty, Henry Hoeltge and Harry 
Hegman, all of Central Foundry Co., New York 


was right at the entrance. Cigars were passed out from 
the booth in which was displayed cans of the company’s 
boiler liquid. 

J. A. Zurn Mfg. Co. 

The J. A. Zurn Mfg. Co., Erie, Pa., concentrated the 
efforts of its display on its new lines which included 
entirely new types of floor drains, bath and lavatory traps, 
drum traps and drainage fittings. M. A. Zurn and W. J. 
Luff were in charge of the exhibit. 

Trade Schools and Committees 


Carnegie Tech., Pittsburgh, Pa., Pittsburgh Plumbing 
School, the same city, Lane Technical High School, Chi- 


cago, I/l., and the David Ranken, Jr., School of Mechanical 
Trades had booths to display samples of their work. 


The educational, standardization and trade relations 
committees of the national association also had exhibits. 
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Announcing a New 
Line of 


“Triangle J” 


Flat Bead 
Fittings 


For the past twenty-five years 
the Jenkins Manufacturing 
Company has been making a 
high grade line of brass fit- 
tings. 

Continued experiments during 
these twenty-five years have 
resulted in the development 
of a new line of flat bead fit- 
tings, now offered by the 
Triangle J. Company to the 
trade. These new fittings 


have all the quality Jenkins 
builds into the round bead 


fitting—and best of all at the 
same price. They are sound- 
ly tested before being passed 
into stock and are sure to 
make up easy and stay tight. 
Most good jobbers carry Jen- 
kins Better Brass Flat Bead 


Fittings. If yours does not, 
write us at once. 


Jenkins Manufacturing Co. 
Bloomfield :: :: New Jersey 


a J 
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How to Handle a National Convention 


vention of the National Association of Master 
Plumbers, held in the Minneapolis, Minn., Munici- 


pal Auditorium, June 21, 22 and 23, was run, the com- 


plete manner in which preparations had been made, and 
the careful attention which every delegate and guest of 
the association received from his arrival until his de- 
parture are accomplishments in which the members of the 
Minneapolis Retail Plumbers’ Association can always have 
a justifiable pride. 


‘'T precision with which the forty-fifth annual con- 


. 


The way in which every feature of the convention was 
handled with the utmost ease and a minimum of unex- 
pected trouble gave evident testimony of the many months 
of careful planning which made the convention a suc- 
cess. 

For the benefit of other cities which face the responsi- 
bility of entertaining large state or national conventions, 
the following outline of the plans developed and pursued 
at Minneapolis is given: 

The first thing the Minneapolis association did when 
starting to make preparations for the convention was to 
appoint its various committees, after which the members 
made efforts to procure the municipal auditorium for the 
convention meetings and the exposition. One often hears 
of the man who took a chance and won, and something 
of this nature is the story of the Minneapolis association 
in procuring the auditorium. When arrangements were 
being made, a great deal of doubt existed in the minds 
of many as to whether or not the auditorium would be 
completed in time for the convention. The association 
took that chance, and everyone who attended the con- 


vention realizes that it won, as no better hall could possi- 


bly have been secured. 


PREPARE FOR EXPOSITION 

N account of his work in handling the plumbing and 
O heating exposition in connection with the 1926 Na- 
tional convention held in Luisville, Ky., President Wilson 
of the national association re-appointed William J. Lang 
of Chicago as the chairman of the exhibit and conven- 
tion committee for the Minneapolis meeting. With his 
usual energy, Mr. Lang went about preparations for the 
exposition. The Minneapolis exhibits and convention com- 
mittee was headed by Charles Wilkins as general chair- 
man. Assisting Mr. Lang and Mr. Wilkins on this com- 
mittee were Warren F. Chapman, Louis H. Johnson, H. 
Merwin Porter, president of the Minnesota state associa- 
tion, Harvey W. Strader and William W. Hughes. 

Albert Lacher and his registration committee, which 
was composed of Roy Fleming, W. F. Christiansen, M. E. 
Elsen, John Exberger and H. W. Staddan, maintained a 
large booth in the exposition hall, where all delegates and 
guests were able to register without any delays. 

A hotel committee, composed of O. P. Bahneman, chair- 
man; Roy Cresswell and M. Conner, planned their work 
so that everyone had adequate room near either the audi- 
torium or the convention headquarters. 


TRANSPORTATION HANDLED PERFECTLY 


S THE delegates arrived in Minneapolis from their 
A various homes, many being in that city for the first 
time, they were greeted cordially by a tireless reception 
Questions were answered, housing difficulties 
straightened out, and the visitors taken care of to the 
satisfaction of everyone. Late at night and early in the 
members of this committee were on hand at 


committee. 


morning, 


railroad stations and in hotel lobbies, doing everything 
to make the visitors as comfortable as possible during 
their stay in the convention city. This committee was 
headed by George Hineline, who was assisted by A. Wiik, 
D. Huston, R. E. Arthurs and W. S. Bayley. 

Confronted with the necessity of getting the visitors 
to and from the convention hall without the inconveni- 
ence of waiting for a street the Minne- 
apolis association appointed a transportation or automo- 
bile committee. J. D. Keefe was appointed chairman of 
this committee, and. the other members were William 
Nary, Harry Johnson and J. N. Hughes. They managed 
to have enough automobiles to meet every train at the 
station and carry the delegates and guests to their re- 
spective hotels. Convention visitors were told to feel that 
the cars were at their disposal at all times, and whether 
at the auditorium or at the hotel one found an automo- 
bile waiting for him. As an example of this efficiency, 


each driver of an official car had printed instructions for 


ear or taxicab, 
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Cc. C. Gibson, C. 0. Gibson and R. C. McAndrew, all of Min- 

neapolis—Lower left: Alfred Wiik, president of Minneapolis 

association.—Lower right: W. F. Chapman, Oscar Bergerson 
and P, J. Mooney, all of Minneapolis. 


every occasion where the cars were to be used in large 
numbers headed for the same destination. 

The job of getting out the programs, and advertising 
the convention, fell to the lot of a committee headed by 
William W. Hughes as chairman, assisted by O. G. John- 
son, They went to the local chamber of commerce and 
other civic organizations and received pamphlets guiding 
the visitor to the scenic and civic beauties of Minneapolis 
and the surrounding country. They solicited the aid of 
the local manufacturers and wholesalers in pushing local 
advertising. As one result, several local department stores 
featured plumbing equipment in their show windows dur- 
ing the convention week. 

Another way in which the advertising and program com- 
mittee functioned was to get the Minneapolis people to 
take an interest in the convention. Aside from the regu- 
lar newspaper publicity, the committee arranged to have 
tickets sent to a large number of people. This was done 
by having every master plumber in the city enclose com- 
plimentary tickets to the exposition in every one of his 
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SUPPLY PIPES 


























No. 12263—Basin Supply 
Pipe to wall with wheel 
handle stop, seamless brass 
tubing, semi-annealed, 
nickel plated. 






































No. 12175 Tank Supply No. 12269—Bath Supply Pipes, 
Pipe with wheel handle stop seamless brass tubing, semi- 
polished and nickeled. ' annealed, nickel plated. 














Ampinco bath, tank and lavatory supply pipes are to be recommended for all 


high class plumbing jobs. Made of Scovill seamless brass tubing, warranted 
full gauge and weight. 

















They come in many styles and sizes—packed in anti-tarnish paper and sealed 
cartons to protect their fine nickel finish. 





A few numbers of Ampinco supply pipes are illustrated here. For description 
of complete line, write for catalog. The American Pin Company Division, 
Scovill Manufacturing Company, Waterbury, Conn. 


A SCOVILL PRODUCT 
Scovill is the name of a broad service to industry. It places acres of 
factories, forests of machinery, hosts of skilled workmen, metallurgists 


and modern laboratories at the disposal of those who require parte or 
finished products of metal. 
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June statements. The ticket had a price of 50 cents printed 
on it, so the public would know they were going to see 
something worth while. Printed at the bottom were the 
words “Compliments of ” and the name of the 
master plumber who sent them. This accounted for the 
enormous attendance at the exposition and the vaudeville 
show. In handling the publicity of the convention, the 
committee kept the business papers in touch with its 
progress, so that the master plumbers throughout the 
country could learn of the opportunities offered by the 
convention for business and entertainment. 

The entertainment features of the convention are being 
published on another page of this issue. This work was 
in charge of a committee composed of L. C. Hanson, chair- 
man; H. C. Ridler, Lee Rolph, L. O. Klopfer and P. J. 
Mooney. 

A committee of St. Paul master plumbers was ap- 
pointed by the association of that city to help the fellow 
craftsmen of their twin city. This committee was in- 
valuable to the Minneapolis plumbers. It was composed 
of Fred A. Beier, chairman; R. L. Anderson, George W. 
Smeed, A. F. Petersen, A. E. Wickworth, E. A. Mohr- 
mann and Emil Kolar. The stag party committee, of 
which A. M. Wintheiser was chairman, included also S. B. 
Harvey and F. J. Yost. Oscar G. Johnson was chairman 
of the parades and band committee and M. E. Elsen 
headed the vaudeville committee. 

William W. Hughes maintained a railroad, hotel and 
convention information booth in the exposition hall, which 


was a great help to a number of visitors. He was as- 


sisted by a corps of messenger boys and two stenographers, 
as well as by a number of Minneapolis and St. Paul mas- 
ter plumbers. Information of every sort was available 
and the convenience of the booth was clearly proved. 

The visiting ladies were not forgotten when the Minne- 
apolis people started to prepare for the convention, and 


extensive preparations were made for their entertainment. 
Mrs. O. P. Bahneman was made general chairman of the 
Minneapolis Women’s Auxiliary convention committee, and 
executed her job without a flaw. Other chairmen of com- 
mittees which worked under Mrs. Bahneman were Mrs. 
0. G. Johnson, of the Excelsior luncheon committee; Mrs. 
W. F. Chapman, chairman of the registration committee; 


Mrs. S. B. Harvey, chairman of the Tuesday luncheon 
committee; Mrs. J. D. Keefe, chairman of the auxiliary 
registration committee; Mrs. H. W. Strader, chairman of 
the committee in charge of the Excelsior card party. Mem- 
bers of Mrs. Keefe’s auxiliary registration committee were 
Mrs. L. O. Klopfer, Mrs. William Nary and Mrs. Fred 


Bartel, 


SUGGESTIONS FOR THE NEXT CONVENTION 

N TALKING of the preparations which the Minneapolis 
I association had made for the convention, Mr. Hughes 
had several suggestions which might be taken into con- 
sideration by other local associations when making their 
plans to entertain the National association. The thing 
of primary importance in handling a convention, accord- 
ing to Mr. Hughes, is that of transportation. He sug- 
gests that a committee be appointed at the very beginning 
of the convention preparations. His idea on transporta- 
tion is to have a set of lieutenants directly responsible to 
the chairman, each lieutenant to have control over not 


more than ten automobiles. Each of these cars would 


be at his command, and the committee chairman could 


then route his automobiles anywhere he wanted them at 
any given time. 


Another suggestion made by Mr. Hughes was that 
manufacturers who are exhibiting in the exposition hall 
refrain from giving out souvenirs, as the general public 


DOMESTIC ENGINEERING 


111 


takes advantage of such gifts. He also felt in connection 
with the exposition that booths should be picked out by 
the exposition committee and allotted in such a way that 
exhibitors who need gas and water could have it without 
having to carry the piping some distance. 

Another suggestion made by Mr. Hughes was that the 
association which plans to be the host to a convention in 
the future send an emissary to the city at which the last 
convention was held. This emissary could gather all of 
the necessary information from men who had just gone 
through the work of handling a convention and could 
benefit greatly by their experience. He also feels that 
there should be some system of admission by badge or 
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Top row: A. KE, Wickworth, G, W. Smeed, and E, A, Mohrmann, 
state secretary, all of St. Paul—Bottom row: J, E. Holt, Mr. 


and Mrs. E. 8. Gifford, all of St. Paul, and Mrs. F. D. Stiller 
of Minneapolis 


ticket to the next exposition, in order to keep children 
unaccompanied by adults out of the hall. 
Not enough publicity has been given the national con- 


ventions at the state association meetings in the past, 
according to Mr. Hughes, and he feels that at every state 
meeting something should be said to try to get the large 
attendance necessary to a successful convention. 

The Minneapolis Retail Plumbers’ Association deserves 
full credit for the convention it planned and put over. 
The above outline shows the thorough preparations which 


not only made this success possible but assured it. 
REGISTRATION BY STATES 

As read off by F. C. Kuetemeyer, chairman of the cre- 
dentials committee, the registration of delegates by states 
was as follows: Alabama, 4; Arkansas, 1; California, 12; 
Connecticut, 7; Florida, 8; Georgia, 1; Illinois, 85; In- 
diana, 6; Iowa, 16; Kansas, 5; Kentucky, 4; Louisiana- 
Mississippi, 8; Maine, 1; Maryland, 6; Massachusetts, 7; 
Michigan, 27; Minnesota, 25; Missouri, 41; Montana, 6; 
New Jersey, 16; Nebraska, 5; New York, 87; North Caro- 
lina, 7; North Dakota, 3; Ohio, 32; Oklahoma, 2; Oregon, 
3; Pennsylvania, 48; South Dakota, Tennessee, 9; 
Texas, 7; Utah, 3; Virginia, 2; Washington, 1; West Vir- 
ginia, 3; Wisconsin, 61. 


Fe 
a; 





New faces appeared on many of the committees during 
the convention, and one of the proofs that the new men 
worked in with the business nicely is that the resolutions 
committee presented 36 resolutions in an hour and a half. 











Auxiliary Continues Support 


Scholarship Funds 


country as only mothers can be, the Women’s Auxiliary 

to the National Association of Master Plumbers again 
contributed heavily to the scholarship fund of the Na- 
tional Association of Master Plumbers, the announcement 
being made in conjunction with the ninth annual conven- 
tion of the auxiliary, held June 21 and 23, in the Gold 
Room of the Radisson Hotel, Minneapolis, Minn. It was 
also in conjunction with this meeting that the ladies told 
of the last year’s donations and made plans for another 
scholarship campaign for 1927-28. 


] country as 0 in the welfare of the children of the 


Although the announcement was actually made in the 
opening session of the National association convention, it 
was the Women’s Auxiliary which was the factor behind 
the gifts, and they should be a part of the organization’s 
records. The largest gift was that of Theodore Ahrens, 
president of the Standard Sanitary Mfg. Co., who donated 
$10,000 to the Women’s auxiliary, to be applied to the 
scholarship fund of the national association. The auxiliary 
itself contributed $2,000 toward scholarship work. This 
fund is to be known as the Theodore Ahrens Carnegie 
Scholarship. A check for $383 was also presented by the 
auxiliary to the scholarship fund of the national asso- 
ciation. 

A recommendation contained in a resolution passed by 
the auxiliary, and referred to the national association, 
was prompted by the way in which the latter organiza- 
tion’s scholarship resolution was worded. The auxiliary 
resolution was to the effect that sons of former members 
of the association who died while still in good standing 
should have the same opportunities for a scholarship as 
sons of living master plumbers. 





OKLAHOMA AND MINNESOTA 


Top row: Mrs. H. 0. Green, Tulsa, Okla.; Mrs. Oscar Johnson, 
president of Minneapolis auxiliary; Mrs. 0. P. Bahneman, 
Minneapolis, general chairman women’s auxiliary convention 
committee, newly-elected third vice president of the national 
auxiliary; Mrs. Royal Berg, social secretary of Minneapolis 
auxiliary.—Middle row: Mrs, E. M. Brown, Mrs. E. Baeuerlen 
and Mrs. S. B. Harvey, all of Minneapolis.—Bottom row: Mrs. 
H. W. Strader, Minneapolis; Mrs. R. L. Anderson, Mrs. Axel 
Peterson and Mrs. F. A. Beier, all of St. Paul, Minn. 


Mrs. E. D. Horn- 
brook 


MRS. HORNBROOK RE-ELECTED 

RS. E. D. HORNBROOK of Kansas City, Mo., was 
|: ae to the presidency of the national auxil- 
iary. Mrs. J. A. Diggle of Indianapolis, Ind., was re- 
elected first vice president. Mrs. W. E. McAndrew of 
Tampa, Fla., was elected second vice president, and Mrs. 
O. P. Bahneman of Minneapolis, Minn., was made third 
vice president. Mrs. John Kelly of Chattanooga, Tenn., 
was elected treasurer, and Mrs. L. Nora Bailey of Des 
Moines, Iowa, was made recording secretary. Mrs. Horn- 
brook did not appoint the other officers and the board of 
directors, but will do so later. 

After Mrs. Hornbrook had called the meeting to order, 
Mrs. O. P. Bahneman, general chairman of the Minne- 
apolis auxiliary convention committee, welcomed the ladies 
to her city, and expressed the hope that they would all 
enjoy their stay. In closing Mrs. Bahneman read a little 
poem of welcome which everyone enjoyed. Mrs. A. Selden 
Walker of New Jersey responded to the welcome, and 
Mrs. Hornbrook welcomed the ladies in the name of the 
auxiliary. 

Mrs. Thomas F. Nolan of Albany, N. Y., was delegated 
to call the roll of state presidents. Mrs. Foster Fanning 
of Florida, Mrs. W. C. Knox of Missouri, Mrs. William 
Hughes of Michigan, Mrs. J. W. Orth of Indiana and Mrs. 
Robert Liss of Illinois, responded to the introductions. Mrs. 
George Kendall of Oregon was unable to be present, but 
sent a large basket of home-grown roses to the auxiliary 

Mrs. Willard Bayless, president of the Minnesota Fed- 
eration of Women’s Clubs, gave a short message of greet- 
ing from her federation, and was presented with a corsage 
by the Minneapolis auxiliary. The Minneapolis auxiliary 
also presented a basket of flowers to Mrs. Hornbrook and 
the national auxiliary officers. 


NATIONAL DIRECTORS INTRODUCED 

RS. CHARLES ZIMMERMANN of New Jersey intro- 

duced the following directors of the national 
auxiliary: Mrs. J. L. Evans of Memphis, Tenn.; Mrs. 0. P. 
Bahneman of Minneapolis, Minn.; Mrs. Howard F. Bryant 
of Bridgeport, Conn.; Mrs. Charles Pelunek of Milwaukee, 
Wis. The other national directors were not present at 
the convention. 

William J. Lang of Chicago, director of the national 
association, and chairman of exhibits and convention of 
that association, spoke briefly to the ladies. After several, 
feet of film had been taken, he told them of the plans 
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HEAT ECONOMY 
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The ABCO Steam Boiler efficient. It’s removable. equalizer. The ABCO Hot Water Boiler 


The New 1928 ABCO Round Boilers 


SERIES of talking points are The ABCO offers Heat Economy as 
offered you in this new ABCO never before. The ABCO has a greater 














that will make boiler selling a profitable 


and pleasant occupation. 
It has been a long, long 
time since the fitter has 
had anything to talk about 


in selling boilers outside of 


a few stock phrases and 
Price. With the ABCO, 
however, modern improved 
features which your cus- 


tomers can see and quickly understand 


easily speed your sales. 





area of heating surface, assuring effi- 


cient and rapid results. 
Then there is the perfect 
combustion, the conserva- 
tive ratings, and the im- 


proved design. 


All parts are interchange- 
able, no time wasted in 
assemblage. The ABCO is 


made in a wide variety of sizes for 
steam and hot water. 


THE A. B. C. BOILER CORPORATION 


202 FULTON STREET, POUGHKEEPSIE, N. Y. 
New York City Office: 342 Madison Avenue 


This coupon entitles the sender to one free copy of a crisply written book telling all about the New ABCO. 
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for having moving pictures taken of the convention to be 
shown later at state conventions. At the end of his talk, 
Mr. Lang was presented with a gold fountain pen by Mrs. 
Bahneman as a token of appreciation on the part of 
Minneapolis auxiliary. In turn the Minneapolis auxiliary 
presented Mrs. Bahneman with a silver dish as a token 
of love and appreciation for her work in behalf of the 
convention. 

Col. William G. Archer of the National Trade Extension 
Bureau, Evansville, Ind., was introduced by Mrs. W. E. 
McAndrew of Tampa, Fla. He eulogized Mrs. Hornbrook 
in his opening remarks, and went on to tell what an im- 
portant part women play in the lives of master plumbers. 
He said that wives and daughters are in ninety per cent 
of the plumbers’ stores, and in many cases know more 


about the business than the master plumbers themselves. 


He told a story of a remark made by Richard Wash- 
burne Child, who said that if the water supply of New 
York City were turned off, all the money in Wall Street 
could not prevent the depopulation of that city. This 
showed the importance of plumbing, according to the 
colonel. “Behind all forward movement in America is 
plumbing,” said Col. Archer, and he went on to say that 
a nation is judged by its homes, and that in modern times 
a home is judged by the plumbing equipment it contains. 

William G. Bergner, secretary of the Trade Extension 
Bureau, brought the greetings of the bureau to the auxil- 
iary. He said that state conventions were always more 
successful when ladies were present, and especially so 
when the association boasted a state auxiliary. In closing 
he stated that the bureau stands for common sense opera- 
tion of a plumbing and heating business. 

Memorial services were held for those members of the 
auxiliary who had died during the past year, and Mrs. 
Robert Liss, president of the Illinois auxiliary, read a 
memorial poem, which was followed by the singing of 
“There Is a Green Hill Far Away” by Mrs. Grace Davis 
LaClaire. 

Mrs. L. Nora Bailey of Des Moines, Iowa, welcomed 
the new auxiliaries into the national. These auxiliaries 
were formed since the last national convention. They 
are the La Crosse, Wis., the St. Paul, Minn., the Nash- 


ville, Tenn., the New London, Conn., the Hutchinson, 





MISSOURI 
Top picture: Mildred Gilmore and Evelyn Quinn, both of St. 
Louis.—Bottom picture: Group of St. Louis ladies 
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Top picture: Mrs. L. B. Meiners, secretary of the St, Louis 
auxiliary, and Mrs. Charles Quinn, president of the St. Louis 
auxiliary—Middle picture: Mrs. F. Armbruster, Miss M. 
Rieckus, Mrs. J. A. Bellinger and Miss Helen Rieckus, all of 
St. Louis.—Bottom row: Mrs. E. Monteath, Foster Monteath, 
Mary Lou Monteath, Mrs. O. Berlendis, Mrs. F. J. Praechter, 
Mrs. A. Meyer, Mrs. L. McNamara and Mrs. L. H. Roman, all 
of St. Louis 


Kans., the Royal Oak, Mich., and the Milwaukee, Wis., 
auxiliaries. Each was presented with a certificate of mem- 
bership in the national auxiliary. 

After Mrs. Hornbrook had presented her report, Mrs. 
Samuel F. Wilson of Newark, N. J., presented flags to the 
various state auxiliaries which had contributed to the 
scholarship fund of the auxiliary. They were Florida, 
Ohio, New Jersey, Illinois, Indiana, Oklahoma, Massa- 
chusetts, Maine, Oregon and Iowa. A number of local 
auxiliaries was also presented with flags by the national 
auxiliary. Scholarship donations were made at the con- 
vention by the Pittsburgh, Pa., and Kansas City, Mo., 
auxiliaries. These were for $100 and $50 respectively. 


DEAN CONNELLEY TALKS TO LADIES 

EAN C. B. CONNELLEY of the Carnegie Institute 

of Technology, Pittsburgh, Pa., was introduced by 

Mrs. John Keane, also of Pittsburgh, and told of some 

of the work of the plumbing and heating school at Car- 

negie. He said, “A teacher may do a great deal for a 

child, but the child will never compare his teacher with 

his mother, so it is the mothers who can do the most good 

in educating their children.’’ In closing, he urged the 

women to have their sons continue in their fathers’ foot- 
steps in the plumbing business. 

H. O. Green of Tulsa, Okla., spoke on ‘“‘Our Work.”’ He 

conveyed the greetings of the Oklahoma association, of 

which he is president, and said that his association was 


one of the first in the country to subscribe to the auxiliary 
movement. He said that Mrs. Hornbrook had done more 
than any person in the world to take the plumber out of 
the class of persons at which humorists aim their quips. 
In closing he said that there were almost as many women 
at an Oklahoma state convention as there were men, and 
he attributed this fact in great part to the maternal inter- 


est Mrs. Hornbrook had taken in the Oklahoma auxiliary. 


COMMITTEES APPOINTED 
HE following committees were appointed by Presi- 
dent Hornbrook to function during the convention. 
The resolutions committee was composed of Mrs. W. D. 
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This List of Contractors 
| Represents the Winners 


of the 
BLUE SEAL 
WINDOW DISPLAY 
CONTEST 


lst. Pray Bros., Ft. Dodge, Iowa 
2nd. George McVoy, Plainview, N. J. 
» 3rd. Wm. Delhagen, Paterson, N. J. 


4 4th. J. H. Stebbins Plumbing Co., 
Waterloo, Iowa 


- 5th. Wm. C. Maunz, 1393 Jefferson 
Ave., Buffalo, N. Y. 
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THE NEXT 5 AWARDS: 


Tennessee Plumbing Co., 145 So. 3rd St., Mem- 
phis, Tenn. 

P. J. Wachter Plumbing and Heating Co., 1354 
W. 3rd St., Davenport, Iowa. 

R. E. Arthur Co., 4285 Upton Ave., South Minn- 
eapolis, Minn. 

Arthur Lahr, 524 No. 9th St., Indianapolis, 
Indiana. 


Wm. H. Burke, 303 E. Jefferson Blvd., South 
Bend, Ind. 






































NEXT TEN AWARDS: 
John Florence, 610 Massachusetts Ave., Indian- 
apolis, Ind. 
Gavin Bros., 1365 No. Wyoming Ave., Scranton» 
Pa. 


Page Plumbing Co., 10401 W. Jefferson Ave., 
River Rouge, Mich. . 


John H. Bernauer, 56 Barbara St., Newark, N. J, 
Elmer Holmberg, Ft. Dodge, Iowa. 

Frank Nelson, Ft. Dodge, Iowa. 

F. E. Wilt, 1 W. Main St., Zanesville, Ohio. 


E. Herman Moser, 5541 No. 5th St., Philadel- 
phia, Pa. 

W. D. Swain & Co., 115 W. 6th St., Chattanooga, 
Tenn. 


C. F. Schwartz, 335 Groost Point Blvd., Wayne 
City, Detroit, Mich. 
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Swaim, Mrs. C. W. Wilson, Mrs. Charles Zimmermann, 
Mrs. George Hicks and Mrs. Frank Nelson. The courtesies 
committee was composed of Mrs. J. A. Diggle, Mrs. G. M. 
Shaw, Mrs. Frank B. Lasette, Mrs. Jere L. Murphy, Mrs. 
H. O. Green, Mrs. James Gibson and Mrs. W. J. Flynn. 
The recommendations committee was composed of Mrs. 
Howard F. Bryant, Mrs. Charles Pelunek, Mrs. L. Nora 
Bailey, Mrs. W. H. Stillwell and Mrs. Frank Clemens. 
Mrs. John Keane, Mrs. J. L. Evans, Mrs. J. J. Lawler and 
Mrs. W. F. Chapman were the members appointed to serve 
on the amendments committee. 

Frank A. Connolly, publicity director of the General 
Federation of Women’s Clubs, and Mrs. Willard Bayless, 
president of the Minnesota federation, gave short talks, 
the former telling of the work of the general federation, 
and the latter asking the national auxiliary for its sup- 
port. 

John L. E. Firmin of San Francisco, Calif., secretary 
emeritus of the California association, told the ladies of 
the filthy and unsanitary conditions which used to prevail 
in this country before the advent of plumbing. He said 
that too few of us realize that we cannot separate our- 
selves from our environments and society at large, and the 
only thing to do is to improve those environments. That 
is what the master plumber has been doing according to 
Mr. Firmin. He recalled the time when master plumbers 
did not have the influence of women in their business, and 
noted the improvement shown in the industry since the 
women had begun to take an active part. 


FRANK J. FEE TELLS OF SCHOLARSHIP WORK 

RANK J. FEE of New York City, chairman of the 
| perenne committee of the national association, 
and a lifetime friend of Mrs. Hornbrook’s, according to 
her introduction, started out to give a short resume of his 
own personal life, in order to show why he had such an 
interest in the education of worthy boys who could not 
afford it themselves. He told of leaving the small town of 
his birth, and going to New York to get a job. Lack of 
education was one of his greatest obstacles, and because 
he knew what it was to be deprived of an education at that 
time, he made up his mind that he would do his best to 
help other boys get an education without the dishearten- 





WISCONSIN—ILLINOIS—W ASHINGTON—MINNESOTA 


Top picture: Miss Hazel Branson, Mrs. F. M. Branson and 

Mrs. M. Hoffman, all of LaCrosse, Wis.—Lower row: Mrs. J. 

C. Dillon, Peoria, Ill.; Mrs. R. E. Thompson, Tacoma, Wash., 
and Mrs. Emil Kolar, St. Paul, Minn. 
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MISSOURI 


Top picture: Group of St. Louis ladies.—Middle row: Mrs. 

Frank Smith, Martha Karges and Mrs. John Karges, all of 

Kansas City; Mrs. Gus Wiedemann, St. Louis.—Bottom row: 

Mrs. W. H. Cowger, Mrs. Fred Hacker and Mrs. H. Hampel, 
all of Kansas City 


ing night schooling he had to undertake to get his own. 

Mr. Fee gave Mrs. Hornbrook a great deal of the credit 
for the success of the scholarship fund, and said that she 
had been the inspiration for a great deal of the scholar- 
ship work he had done. He also said that if all his col- 
leagues in the national association were to lay down and 
quit, the women have the character and foresight to carry 
on the work. He also told of the program for each boy’s 
education, emphasizing the fact that every boy should 
work in a plumbing shop during the vacation period in 
order to get practical experience. 

The Kansas City, Mo., auxiliary presented Mrs. Horn- 
brook with a beautiful silver vase. Presents were also 
made by this auxiliary to Mrs. Cowger, the national treas- 
urer, and Mrs. Hacker, corresponding secretary. Messages 
of sympathy were sent to the following members of the 
auxiliary on account of their own illnesses or those of 
their close kin: Mrs. George Kearney of Evanston, IIl.; 
Mrs. William T. J. Orriss of Union City, N. J.; Mrs. J. 
Preston Perham of Boston, Mass. Mrs, J. A. Diggle read 
the report of the historian, and Mrs. John Kelly, record- 
ing secretary, read the minutes of the previous conven- 
tion. 


RESOLUTIONS 
A SIDE from the resolution mentioned above, the 


auxiliary passed a resolution to give the National 
Trade Extension Bureau $100 toward its new enlarged 
program. A resolution was proposed by which state and 
local auxiliaries which desired to give a scholarship of 
$2,400 could do so by paying it in yearly instalments of 
$600, and, after a serious discussion, was tabled. No 
action was taken on the proposal to recommend to the 


national association that a home for old master plumbers 
and their wives be established by the association. 

















July 2, 1927 DOMESTIC ENGINEERING 119 









“Dad” McCoy Says: 


. . . The proof of the pudding is in the eating 
. . . . That’s an old saying but it’s just as true 
today as when it was first spoken .... The 
same thing applies to boiler liquid .... only 
you don’t eat it. . . . you use it. You'll never 
know how good my boiler liquid is until you’ve 
tried it out. . . . It will get hard like iron in a 
crack but it is perfectly soluble in water... . 
That is why McCoy’s has never stopped up a 
steam gauge or any other part of the boiler 
system... .Itnever hardensinthecan.... 
it won’t freeze. . . . it won’t burn. . . . and it’s 
easier and cheaper to use because less is needed 
... . But the best part of all is... . when 
once you fix a leaky boiler with McCoy’s Boiler 
Liquid it stays fixed forever and ever... . 
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MAKE THIS TEST YOURSELF 


You can test McCoy’s Boiler Liquid to your own | 
satisfaction. Pour some of it on a blotter, notice | 
| none of it is absorbed by the paper. This shows | 
| you that McCoy’s is not diluted but is 100% | 
| Boiler Liquid. Notice then, how hard it gets in | 
just a short time from being exposed to the air. 
It is almost like iron and in fact there have been | 
instances noted when breaking up old boilers, | 
that where McCoy’s has been used the metal 
| 
| 
| 





breaks before it does. There are other tests you | 
can make on McCoy’s. Hold alighted match to | 
it. It will not ignite. Store it away anywhere, EN ReLIper 
when you need it you'll find it ready for instant yes ro. 
use. But the best test of all is to use some of it | yy Q) en ip ii) Ui 0 
on a leaky boiler, then you'll learn why it’s better. 4 Nya 
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1819 BROADWAY 


McCoy Manufacturing Co. new york city 
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Smokeless Ballers 


Due to a radical departure from the ordinary 
boiler the Bernhard Triple Combustion Boiler 
is not only economical to install but also | 
economical to operate. It gives sudden heat— 
10 pounds of steam in 10 minutes—and has 
many other Special Features. 


reatures 





Low water line—forty-two inches to forty-six | 
inches. i 
Quick heating response. 

Maximum heat absorption. 

Greatest possible fuel economy. 
Smokeless—as nearly smokeless as it is 
possible to make a boiler. 

Maintenance of correct ratio of GRATE 
surface, FIRE surface, and FLUE area in all 
sizes of boilers. 

Gases escape at bottom where water is at 
lowest temperature. 

Most rapid and efficient water circulation. 
Dry steam at outlet. 

No objectionable pit necessary. 


Short grate, making it easy to fire, easy to 
remove ashes and clinkers, and easy to erect. 








Substantially constructed for long service. 





Write us for complete catalog and special in- 
formation regarding your heating problems. 


Ironton Bernhard Boiler Co. 
Mulberry St., Campbell Ave. to Second St. 
Ironton, Ohio 33 38 U.S.A. 
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LADIES’ ENTERTAINMENT FEATURES 
ESIDES taking part in most of the entertainment fea 
B tures with the master plumbers during the conven 
tion, the ladies attended a few affairs which were ex 
clusive to their own pleasure. The first of these was a 
luncheon, held Monday, June 20, for the Minneapolis, St. 


Paul and National auxiliary members. 
Tuesday afternoon another luncheon was held in the 


\ Flame Room of the hotel, to which all visiting ladies were 
\ invited. 


Eight hundred ladies accepted the invitation 
of the Twin Cities’ jobbers and manufacturers. Mrs. John 
D. Sherman, president of the General Federation of 
Women’s Clubs, was the guest of honor at the luncheon 


and said a few words to the ladies. The arrangements for 


| this luncheon were in charge of a committee headed by 


| the outstanding social event for the ladies. 


Mrs. S. B. Harvey and composed of Mrs. Leo C. Hanson, 
Mrs. Royal Berg, Mrs. J. F. Martin, Mrs. W. M. Bowler, 
Mrs. W. H. Staddan, Mrs. Charles Wilkins, Mrs. A. Sachs, 
Mrs. Victor Carlson, Mrs. C. O. Gibson, Mrs. H. Karkhoff 
and Mrs, B. Miars. 

The Wednesday feature of the convention proved to be 
At ten o’clock 
in the morning, automobiles provided by the convention 
committee called at the Radisson Hotel to take the 1,050 
ladies for a tour. The way lay over Superior boulevard 
to Wayzata on Lake Minnetonka, and around Minnetonka 
to Excelsior, where a delightful luncheon was arranged in 


| the pavilion, accompanied by the music of the Kohler 


band. The luncheon was arranged by a committee of the 
following members: Mrs. Oscar G. Johnson, chairman; 


| Mrs. W. F. Christiansen, Mrs. August Berg, Mrs. E. L. 


Hessel, Mrs. A. Harris, Mrs. George Worthingham, Mrs. 
A. M. Wintheiser, Mrs. Fred Stiller and Miss Anna Gustaf- 
son. Mrs. H. W. Strader, chairman; Mrs. M. J. Gillis, 


| Mrs. E. A. Colliton, Mrs. H. Merwin Porter, Mrs, Harry 


—————— -_ 


Ridler, Mrs. V. E. Beaudry, Mrs. R. E. Arthurs, Mrs. 
H. W. Johnson and Mrs. W. J. Welch were the committee 
who had charge of the card party which was held after 
luncheon. After the ladies had finished playing cards, 
they motored back to Minneapolis via Excelsior boulevard, 
stopping at the Radisson Inn for a short time. The 
Wednesday party was also given by the Twin Cities job- 


bers and manufacturers. 
Wednesday evening, while the master plumbers were 


| disporting themselves at an athletic stag, the ladies were 


| attend. 


entertained in the Flame Room of the Radisson Hotel. 
Mts. O. P. Bahneman was in charge of the entertainment 
which was enjoyed by all of the ladies who were able to 
This evening’s entertainment was by the courtesy 
of the Wm. Bros Boiler & Mfg. Co., Minneapolis. 

A luncheon, at which Mrs. Albert J. Wilson of San 
Francisco, Calif., was the guest of honor, was held Thurs- 
day in the Spanish room of the Radisson. Other guests 
of prominence were Mrs. Thomas F. Nolan of Albany, 
N. Y.; Mrs. Manley Fosseen, National committeewoman 
from Minnesota; Mrs. Willard Bayless, president of the 
Minnesota Federation of Women’s Clubs, and Mrs. H. G. 
Richardson, president of the Minneapolis Federation of 
Women’s Clubs. 

Attention to the entertainment of the ladies was also 
given by the auditorium reception committee, of which 
Mrs. W. F. Chapman was chairman. The other members 
were: Mrs. A. H. Lacher, Mrs. R. S. Creswell, Mrs, Frank 
Luther, Mrs. Hugo Guntzel, Mrs. G. L. Shoppe, Mrs. P. J. 
Mooney and Mrs. P. J. Carlson. 

This concludes the list of entertainment features in 
which the master plumbers did not have a part, and it 
goes without saying that the ladies also enjoyed those 
features which were open to all. The report of these 
features is mentioned elsewhere in this issue. 






























































—  — Fe aw YS Fo. Ue 











| 























July 2, 1927 DOMESTIC ENGINEERING 121 


New-Revolutionary 


ELECTRIC HAMMER 


“With the Pistol Grip and Trigger Switch” 


A PORTIA, RT MR NE ES 

















oo advent of the Black €? Decker Electric Hammer marks one of 
the greatest advancements in the history of labor-saving tools. This 
remarkable Electric Hammer accomplishes in a few minutes what, 
in the past, has required hours of the most laborious work with hand 


tools. Striking hard blows at the rate of 2300 per minute, it will drill 
through concrete, brick or whatever the material may be at an amazing 
speed. It will also chip steel, drive bushing tools and all types of special 
form tools. Just plug it in an electric light socket and pull the trigger. 


The Newest Product of 


BLACK & DECKER 


Ask your Plumbing Supply Jobber 




























































HONEYWELL 


Temperature Requlators 


A Source of 
Unlimited 


Business 
for You 
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QHoneywell Automatic Controls offer you the 
opportunity for profit-making business on every 
job—the very modest home or the most palatial 
residence. You can modernize old installations 
with Honeywell; and you should recommend it 
for every new job. In no other way can you pro- 
vide your customers with those conveniences and 
economies in heating—that degree of comfort and 
efficiency—peculiar to a Honeywell-controlled 
installation. 
tomers, and the word-of-mouth advertising ac- 
corded your work by the small home-owners of 
your community is every bit as valuable to you 
as the recommendation of the wealthiest resident. 
@Guarantee customer satisfaction. . 
costly service demands. 
well for every job. 


@Honeywell means satisfied cus- 


. Avoid 
. Recommend Honey- 


Honeywell Heating Specialties Co. 
Wabash, Indiana 
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Minneapolis Convention 


(Continued from Page 56) 


He emphasized the necessity for the co-operative sales 


promotional work which is planned by the industry, said 








that the manufacturers appreciated the fact that the 
master plumber was the most important link in the chain 
of distribution and explained that the proposed campaign 
would succeed only if the master plumber took an active 
part in the various works outlined. He appealed, there- 
fore, for the master plumbers’ financial and moral support, 
stating that financial support would be the best indication 
of interest. 

He stressed several times that the manufacturers and 
wholesalers interesced in this expansion of Bureau activi- 
ties believed in a distribution program which recognized 
that the best system of marketing goods was that of manu- 
facturer to wholesaler to master plumber to public. 

William G: Bergner, secretary of the Trade Extension 
Bureau, gave a complete report on the Bureau’s activities 
in the past year and emphasized that its aim was the 


























ARKANSAS—KANSAS—TEXAS—KENTUCKY 


Top picture: J. K. LeCroy, Hot Springs, Ark.; J. M. Simmons, 
Wichita, Kans.; John R. Denning, secretary of Fort Worth, 
Tex., association.—Middle picture: George F. Roser, secretary 
of Louisville, Ky., association, and Jacob Isaacs, Louisville, 
president of Kentucky stute association.—Bottom picture: C. 
W. Davis, Dallas, Tex.; R. G. Thomas, San Antonio, past 


| President of Texas association; Joseph E. Fisher, Houston, 


president of the Texas association 


| suecess of the master plumber. He stated that in his visits 


around the country he had found a spirit among the master 
plumbers to search for and employ new methods and better 
methods of business that was very encouraging. The 
bureau exists to help in every way possible, he said. 

The resolutions committee’s report on this resolution 
was concurrence in amended form. It added that “all 
subscriptions, voluntary or otherwise, shall be forwarded 


to the secretary of the state association, who in turn shall 
forward them to the secretary of the national association, 
who shall see that the treasurer of the national associa- 
tion gets them and he will turn them over to the Trade 
Extension Bureau. This will make possible an accounting 
of funds coming from the national association.”’ 
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RADIATION 
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FOUR POINTS 


RATINGS remain unchanged. A casual inspection 
will show that PrercE-Eastwoop RapIATION has 
more actual surface per rated foot than any other. 


FINISH—Smoother Castings. We invite the most 
critical comparison. 


BEAUTY—We are content to leave the verdict to 
the judgment of a discriminating public. 





SCREW NIPPLE joints, because we don’t think 


that tie rods add anything to the appearance of 
a radiator of this general type of open, and more 
or less graceful design. Do you? 


PIERCE, BUTLER & PIERCE 
MANUFACTURING CORPORATION 


41 East 42nd Street NEW YORK, N. Y. 
Branches and Distributors in Principal Cities 
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IPE LINES coupled with 
DART Bronze to Bronze 


seated unions are as strong as 
though made in one length. 

































Once installed, DART UNIONS 
are permanently tight and guar- 


anteed leakproof. 


Fig. 0832 
Regular Dart Union 











They are easy to install and 
speed up work which thus effects 
a saving in labor and strongly 
recommends their use. 


























Your jobber has them —why not 
try a few on your next job? 


Dart Union Elbows 











) Fig. 0834 Fig. 0835 


Cw 


E. M. DART MFG. CO. 
PROVIDENCE, R. I. 


The Fairbanks Company, Sales Agents 
Canadian Factory: 
Dart Union Co., Ltd., Toronto 





























Fig. 0837 Fig. O838 


» Dart Union pa | 

















Fig. 0833 
} Regular Dart Flange Union y 
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Mr. Bergner suggested that this procedure might be 
simplified by having the bureau give the association each 
year a list of all contributors from which could be checked 
the donations from members of the national association. 
Mr. Flynn, however, said frankly that the reason behind 
this amendment was that the association wanted to con- 
trol all funds going to the bureau from its members in 
order to ward off subscription blanks and to prevent 
publicity. 

The resolution, with the resolution committee’s amend- 
ment, was put to a vote, and the approval of the conven- 
tion thereby registered. 

On motion of Samuel F. Wilson, Newark, N. J., past 
national president and now on the board of directors, the 
national association contributed $15,000 to the bureau, 
the amount which it has given each year for the last 
several years. 

Resolution No. 17, relating to a conflict in the copy- 
right law as applied to the association seal, was withdrawn 
by its supporters, the New Jersey State Association of 
Master Plumbers. 














MISSOURI 


Left to right: Miss Katherine McCabe, Leo P. Quinn, E, 























Quinn, Jr., and Miss Marie Quinn, all of St. Louis; J. C. Friel, 
W. H. Dow and J. C. Brickey, all of Kansas City 
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Top row: A. A. Pinski, Great Falls, Mont., L. C. DeLeon, New 
Orleans, La., secretary of Louisiana-Mississippi association, 
Cc. V. Swann, Huntington, W. Va.—Bottom row: A. B. Dibble, 
New Haven, Conn., president of Connecticut association; Mor- 
gan J. Foley, and John W, Foley, both of Tampa, Fla. 


Recommends Two Extra Tappings on Range Boilers 

Resolution No. 18, presented by the St. Louis delega- 
tion, was concurred in by the resolutions committee and, 
on vote of the convention, was referred to the standardiza- 
tion committee for suitable enforcement. It follows: 

‘“‘Whereas, the present construction of range boilers is 
such that it is difficult to break existing piping in order to 
insert additional equipment without running the risk of 
ruining the entire range boiler, and 








That’s worth thinking about, at least. 














When We Sell You a PENBERTHY 


When we sell you a Penberthy Cellar Drainer, we sell 
it knowing that it is going to be easy to install on any 
job, that it is going to be serviceable for years without 
a return visit for repairs and that it is going to pay 
you a bigger profit for the time you invest in it than 
many other products that you have to handle. 


PENBERTHY INJECTOR COMPANY 


ESTABLISHED 1886 


1260 HOLDEN AVENUE DETROIT, MICHIGAN 


Canadian Plant: Windsor, Ont. 


Model ‘KR’ 


AUTOMATIC CELLAR DRAINER 
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Milwaukee Mixing Valve 
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ANOTHER PRODUCT 





The “IMPROVED” 


PATENT PENDING 





As its name indicates, the “Im- 
proved” Milwaukee is a BETTER 


mixer, more accessible, 

WITH ONE PLUNGER 
—the ultimate in simplicity. High 
grade red brass castings, all work- 


ing parts renewable, no binding, 
positive closure, making this mix- 
ing valve 


THE KIND OF VALVE YOU 
CAN’T WEAR OUT 





For a complete line of concealed showers 
and fixtures, ask for our new catalog “F” 





ORDER FROM YOUR JOBBER 





Manufactured by 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U. S. A. 
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‘“*Whereas, though by the use of special couplings a hole 
may be cut in the shell of the range boiler and additional 
tappings provided, the cost of doing this is approximately 
$2.75 to $3.50, while the cost of equipping a range boiler 
with extra tappings at the time of its manufacture would 


be between 20c and 50c, 
“Now Therefore Be It Resolved, that this body go on 
record as approving the addition of two more one-inch 





CALIFORNIA 
Top picture: Mrs. Thomas Hogan, Miss Mary Hogan and 
Thomas Hogan, of Los Angeles.—Middle picture: W. H. Kopp, 
Los Angeles; E. C. Cottier, San Mateo; I. E. Gould, Glendale, 
and Alexander Coleman, retiring national secretary, San 
Francisco.—Bottom picture: L. F. Stuffler, president of the 
Los Angeles association; W. J. Monihan, president of the San 
Francisco association; Charles M. Swinnerton, Los Angeles, 
past president of state association 


tappings on all range boilers to be located respectively at 
18 inches and 24 inches from the bottom edge of the boiler 
shell and in line with the present side tappings.”’ 

This resolution is similar to resolution No. 23, which 








NEW JERSEY 
Top picture: G. L. Bird, Mrs. Bird, and Mrs. L. R. Tichenor, 


all of Elizabeth.—Lower row: L. R. Tichenor, Elizabeth; 

George H. Werner, Orange; Charles F. Rothfuss, Newark, 

William Chesnut, Montclair, and Charles Harrison, East 
Orange 
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H-2370— combination of 
the H-95214 Mixometer 
Shower and Deshler Bath 
Fixture. The Lavatory Fix 
ture is the H-2276. All can 
be furnished in complete 
metal trim—SpEAKMAN 














CHROMIUM PLaTeE. 





The Shower, Bath and Lavatory Fixtures 
in this bathroom will never tarnish 


§ vcs! are finished in Speakman Chromium Plate, the lifetime 
finish, which in addition to its non-tarnishing feature 


Is always bright 
Requires no polishing 
Is so hard that it will never wear off 
Is not affected by acids or steam and will not water-spot 


When you are talking to a prospec’ Chromium Plate quite fully. Your 
tive builder or any one who is think- customers would be interested In 
ingofinstallingnew plumbing fixtures, t¢ading this folder. If you would like 


mention these features of Speakman © send some out with your letters or 
Chidcseen Plas. bills we shall be glad to send you a 


supply imprinted with your name— 
Also we have a folder which goes into _ also for yourself a pocket piece fin- 


details of Chromium and Speakman ished in Speakman Chromium Plate. 


SPEAKMAN COMPANY 


WILMINCTON. DELAWARE 





SPEAKMAN SHOWERS 
and FIXTURES 


“Safe to build in the wall” 
































DOMESTIC ENGINEERING July 2, 1927 


» « 
Simplex Flush Valves in Shapiro Homes 





A view of a number of new Simplex 
Flush Valve equipped homes in Wash- 
ington, D. C. built by Joseph [Shapiro 
Co., Inc. 


Simplex Flush Valves are used by the 
Shapiro organization for two reasons: 
they know Simplex will make the 
homes easier to sell and they will give 


years of trouble-free service. 


Simplex Flush Valves are installed in | 
the homes in the above pictured de- 
velopment. These homes sell for 


from $12,950 up. 








THE BEATON & CADWELL MFG. CO. 


New Britain, Conn. 


~ SIMPLEX 


Pe ao VALVES 
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was a recommendation of the standardization committee 
that the national association approve the suggested addi- 
tional side tappings for range boilers. It was based on the 
report of the standardization committee, made by George 
H. Drake, Buffalo, N. Y., chairman, and which will be 
given in full in an early issue. Mr. Drake told of the 
range boiler simplification meeting in which this question 
of side tappings was the most important one discussed. 
He said that the net result of the meeting was that pres- 
ent specifications for range bcilers would be kept in force 
until May, 1928, although it seemed quite evident that 
there was a necessity for additional tappings, such as the 
above resolution recommended, because of the growing 
use of hot water heaters. 

It seemed, Mr. Drake reported, that the manufacturers 
of range boilers felt that the percentage of range boilers 
with gas heaters was still so small that it would be bet- 











MINNESOTA 


Top picture: Mr. and Mrs. Frank Farrell of Duluth.—Middle 
picture: F. DeBoer, and John Keenan, both of Duluth.—Bot- 
tom picture: W. Bark and Joseph Sher, both of Duluth 


ter for another year, at least, to do the tapping right on 
the job. Furthermore, it was difficult to get unanimity 
among the manufacturers on the question, Mr. Drake 
said. The meeting finally asked the national association’s 
representative to ask his organization to study the tapping 
question and report back at the next simplification meet- 
ing. 

For that reason resolutions No. 18 and No. 23 were 
acted upon by the association, and the convention’s con- 
currence in them and reference of them to the standardi- 
zation committee for enforcement will put its attitude on 
record at the next meeting of range boiler interests. 

Resolution No. 19, presented by the Louisiana-Missis- 
Sippi Association of Master Plumbers, asking that the 
trade relations committee be made a permanent commit- 
tee of the association, was covered in resolution No. 27, 
which was one of the recommendations of President Albert 
J. Wilson. Action on it will be found under the latter 
resolution. 
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DEPENDABLE 
Som PIPE and FITTINGS 


Sanitary Co. of America 
LINFIELD, PA. 











PLUMBERS BRASS Gooos 
PLUMBERS SPECIALTIES 


THE PECK BROS. % CO. 
éstablished 1856 
NEW HAVEN. CONN. NEW YORK CITY. 








1000 Island House 


Rest and play in the heart of Alexandria Bay amidst 
sixty miles of picturesque islands, with the waters of the 
old St. Lawrence cooling their shores. The 1000 Island 
House offers spacious modern accommodations to mcre 
than a thousand guests. Golf, swim, canoe, fish, hunt 
and go motor-boating in the scenic grandeur of the 1000 
islands. ’ 





Write for illustrated booklet, road maps and rates. 


WM. H. WARBURTON, President and Treas. 


**In the Venice 
of America’’ 





Alexandria Bay 
New York 









Bronze 
Valves 








Gate, Globe, Angle and Check, 
all pressures, sizes and types. 
Send for Catalog. 


THE KENNEDY VALVE MFG. CO. 
Elmira, N. Y. 
Branches in Principal Cities 
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From the smallest to the most pretentious 


Whatever the job—be it the lowly The shining nickel silver that never 
dwelling or the fmest hotel or apart- rustsandtheunusualstrength of Bead 


ment, Bead Chain will be that finish- Chain have made for it an enviable 
ing touch that proclaims you a reputation. It is the watch-dog of 
master of your work. the basin stopper. 
THE BEAD CHAIN _MANUFACTURING CO, 
BRIDGEPORT = CONNECTICUT 






| BEAD CHAIN 


Trade Mark Reg. U.S. Pat. Of, 
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Texas to Get Help 

Resolution No. 20, submitted by the Texas delegation, 
was referred by the convention to the trade relations com- 
mittee for endorsement. The resolution follows: 

“Whereas, Texas is located in the extreme southern 
part of the United States, bordering on the South Ameri- 











MICHIGAN AND ILLINOIS 
Top row: Mrs. J. E. Green, Miss Dorothy Green, Mrs. A. 
Roosa, Mrs, H. Mesnard, Mrs. A. Collard and Miss M. Green, 
all of Detroit, Mich.—Second row: Mrs. George H, Matthews, 
Chicago; Mrs. M. L. O’Malia, Evanston, IL; Mrs. W. E. Bahn 
and Mrs. Charles Baumgarten, both of Chicago.—Bottom row: 
Miss J. E. Finn, Mrs. Robert Liss, Mrs. C. Michalsky and Mrs. 

R. B. Finn, all of Chicago 


can area, where the master plumber is able to sell his | 


labor only; and 

“Whereas, the jobbers and manufacturers are estab- 
lishing branches and the managers of these branches are 
over zealous in securing a greater volume of business, and 
are adopting policies which are detrimental to the welfare 
of the legitimate master plumbers: 





WISCONSIN 
Top row: A. F. Zurheide, P. Schneider, E. Aldag and Walter 
Murphy, all of Sheboygan.—Bottom row: The Manitowoc, Wis- 
consin, delegation 
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STEAM 
GENERATOR 


for low pressure only 


Wherever low pressure 
equipment is need e 
Wilks Steam Generator is 
the thing to use. It is 
simple in construction, 
very economical and posi- 
tively safe. The large coal 
Magazine gives extra- 
ordinary efficiency to this 
boiler inasmuch as after it 
has been filled the fire will 
keep from ten to twelve 
hours without attention. 


The market for this type 
boiler is exceedingly ex- 
tensive as the Wilks is in- 
comparable for use in Bath 
Houses, Greenhouses, Gar- 
ages and in fact anywhere 
low pressure steam is 
needed. The profits are big! 
Get your share of them! 


Write for our catalog 
and dealer prices. 


S. WILKS MFG.CO. 


3515 Shields Avenue 
CHICAGO ILLINOIS 


E. W. SEDGWICK, Pres. 


H. M. SEDGWICK, Secy. & Treas. 


ae 








PATENTED OCT. 20, 1925 PATENTED DEC. 21, 1926 


PATENTED IN CANADA APRIL 12, 1927 











High Pattern D-477 “A” 
S & K Fixture 


Now Furnished With 


‘““NOWOB”’ FAUCETS 


These faucets have bronze removable seats with hard vulcanized 
rubber seat washers and operate on the non-rising, stem-direct 

rinciple of stem against seat without grinding or twisting. The 
Solr of the faucet is NOT threaded to engage the stem and (out- 
side ot the removable seat) the faucets are practically everlasting. 


Write your jobber 


STREET & KENT MFG. COMPANY 
1954-64 Clybourn Ave. - - - Chicago, Illinois 


Manufacturers in Chicago since 1888 
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Bear This in Mind 


Where Gas is the fuel, 
Satisfaction and Economy rule. 


MEARS-KANE-OFELDT, INC. 


Manalecturers of 


GAS FIRED BOILERS AND WATER HEATERS 
f 1903-1915 EAST HAGERT STREET PHILADELPHIA. 








REAL profit-opportunity 
L-V\. for the plumbing retailer 


; —the Kohler Electric Sink. The 
Kohler Time Payment Plan 


makes it easy to sell. 





KOHLER or KOHLER 


Plumbing Fixtures 





















Tubular Brass Goods 
Water Works Brass Goods 


United-Oberndorf Corporation 
Cleveland, Ohio 











O-B Brass Valves 


are made in the following styles: 


Flexitite Disc Gate Valves 
125 |b. Standard, Non Rising 
Stem ,No,. 20 
125 |b. Standard Rising Stem, 











No. 21 
100 1b. Light Standard, No. 25 





Flexitite Disc 
Gate Valve 
Patented 


Mansfield, Ohio 





cic areet No. i No. 15 


Bi ie. DeemterG.... «cv cecccces 
125 Ib. Standard . _ 
100 Ib. Light Standard 
Competition 





Lock and Shield.............. 


Radiator Valves 
Flexitite Disc, Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Packless Graduated, No. 35 
Union Elbows, No. 45 


Globe, Angle and Check Valves Renewable 
rass 0- 


Dise Disc 
No. 10 


z 
& 
Z 


No. 5 No. 5 


OHIO BRASS COMPANY 












OhigBrass Co. 
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MISSOURI 
Top row: Louis Karges, G. A. Oxler, John Karges, W. J. 
Ernst, F. Smith, Herman Hampel, all of Kansas City.—Mid- 
dle row: Mr. and Mrs. W. C. Knox, and J. T. Curley, all of 
Kansas City; A. E. Dillon, St. Louis.—Bottom row: William 
Hunt, S. Burman, John J. MeCue, and H, J. Branch, all of 
St. Louis 


“Therefore, Be It Resolved, that the Texas dele- 
gation go on record as requesting the national body to call 
the attention of these manufacturers and jobbers to this 
practice and to request that they instruct their managers 


to adhere strictly to the policies long established in the 


| northern districts.’ 


Apprenticeship Work Progresses 
The high lights of the apprenticeship committee’s report 
were contained in recommendations in the form of reso- 








jand Thomas F. 
Lower row: W. 
secretary, Bruce Wigle and Mrs. Wigle, of Detroit 


Carson, secretary 
A. Johnson of Kalamazoo, Michigan state 


MICHIGAN 
Top row: Frederick Hotop, Glenn Rooney, both of Kalamazoo 


of Detroit association.— 
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Chicago Pumps 


House-Fire-Circulating-Booster 
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S. W. STRAUS BUILDING 
Chicago, Ll. 
Graham, Anderson, Probst & White, 
Architects 








“Chicago” type D Centrifugal Pump—Single Stage 
—Double Suction—Horizontally Split Case— 
Ball Bearings. 





American Carbonic Machinery Co., 
Refrigeration Contractors 








6 “Chicago” type D Pumps 
3 Other “Chicago” Pumps 


Ball Bearing * Horizontally 
Split Case * Pumps 


66 HICAGO”’ type D Pumps are built with the precision of a 

fine tool. That is why they operate so smoothly, so quietly. 

That is why they run on year after year with no appreciable 

wear. A close inspection of “Chicago” type D Pumps will disclose 
many interesting features of good design and inherent quality.* 


BALL BEARINGS: “Chicago” type D Pumps represent the uiti- 
mate in ball bearing machinery. Perfect alignment is assured with 
ground shafts, and ground bearing housings. Clean lubrication is 
guaranteed by wick filters, and sealed housings. No bad oil, water, 
or grit can reach the bearings. 

CAST-ON BEARING BRACKETS: “Chicago” type D Pamps 
are short and sturdy. The cast-on bearing brackets shorten the 
distance between bearings. This relieves torsional strain on shafts 
and avoids whipping. Cast-on Brackets cannot shift in shipment or 

} installation. 
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< _ CORED WATER-SEAL: The water passages for sealing packing 
ELVERSON BUILDING on “Chicago” type D Pumps are cored in casing when pumps are 
Philadelphia, Pa. cast. There are no water-seal pipes to break. Renewal of packing is 
Rankin, Kellog & Crane, Architects minimized because holes are cored at low-pressure point in casing. 
W. M. Anderson, Plumbing & Heating 
Contractor P ‘ ? . 
*Engineering Note: It is a reasonable conclusion that a 
6 “Chicago” type D Pumps pump built like the “Chicago” type D will have splendid 
3 Other “Chicago” Pumps efficiency. See Bulletin 101-A. 







GO PUMP COMPANY 


Bisetig| SEWAGE-CONDENSATION-CIRCULATING SS c/o eeeme 
: Awa BILGE- FIRE- HOUSE- VACUUM 




















2322 WOLFRAM ST... . CHICAGO, ILL. 
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—if the range boilers you install are not 
protected against explosions. 


High temperature unless controlled is far 
more destructive than dynamite and 
many lives have been lost as well as 
homes destroyed thru neglect of the 
plumber in not installing the all-import- 


ant boiler relief valve. 
B. B. Boiler Relief Valves are noted for 
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Pressure-Vacuum Valve 


their dependability of performance under 4 b- 
mosi exacting conditions and simplicity = 
! =_= of construction. = = 
sarennennl, ViRW SECTIONAL VIEW 
: ; R B. B. No. 20 T; ture- 
B. B. 3 in 1 Temperature- Ask your jobber or write us! eee Vive 


Boston Brass Company 


Waltham .: Mass. 








Mention Domestic ENGINEERING when writing advertisers. 
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ILLINOIS—CALIFORNITA 


Top picture: Mr. and Mrs. UB. C. Matschke, Chicago; John 
Kuhn, Chicago.—Middle picture: C. Michalsky, M. L. Mand- 
able, and Charles Uerbert, all of Chicago.—Bottom picture: 
Fr. J. Dillenburg, Chicago; John Kleker, Pasadena, Calif., W. 


G. Compton, Marion Compton, Charles Watson and Helen 
Watson, all of Chicago 


lutions No. 21 and No. 22. The complete report of this 
important committee will be given in full in an early 
issue, as given by John A. Quinn, Philadelphia, chairman. 
Following are the two resolutions: 


“The national apprenticeship committee urges state and 
local associations to promote the setting up of definite 
state-wide programs of training by holding state-wide con- 
ferences. It is evident that-there is need for more in- 
structors to supply to schools now in existence and those 
later to be organized, and the committee therefore recom- 
mends again that national and state associations heartily 
support the instructor training conferences and that they 
urge local associations to support these conferences by 
sending their present and prospective instructors to them. 

“The committee recommends to state and local associa- 








PENNSYLVANIA 
Top picture: T. F. Dempsey and J. J. Feeney —Bottom row: 
George F. Uber and Maney J, Feeney, all of Philadelphia 
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We are so proud of Square 
“G”’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 








THE GRABLER MANUFACTURING CO. 
CLEVELAND, OHIO 


WAREHOUSES — NEW YORK, CHICAGO AND SAN FRANCISCO 








MYERS ELECTRIC 
HOUSE PUMPS 


For Home or Farm 


A complete unit ready to be con- 
nected up with water and power lines. 
Equipment includes pump, motor, tank, 
automatic switch, gauges, valves and 
fittings. Operation any electrical cur- 
rent—city service a farm lighting 
and power systems. Most important 
—safe, silent, sure and dependable. An 
acknowledged lender in water circles 
and one that always gives satisfaction. 
Other water systema of equal merit for 
hand or power operation make up the 
MYERS LINE—A postal brings cata- 
log and information. 


Tue F.E. MYERS & BRO. CO. 
Ashland, Ohio 
Ashland Pump and Hay Tool Works 



















INNEAPOLIS 
Heat REGULATOR 


oT COAL~GAS~ OIL 
















FIRST in every major 
development in its field— 


41 years of leadership! 
MINNEAPOLIS HEAT REGULATOR CO. 
Established 1885 


2801 Fourth Ave. So. 








Minneapolis, Minn. 










E. W. FRECH, 
WATER HEATER Cincinnati Plumber, 


says: 
$ 06 “We find the EverHot 
Heater to be trouble-proof 


and reliable and EverHot 
$ 8 8 service to be never failing. 


That is why we sell the 
EverHot.” 
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TverHot Heater Co. 


Detroit, Michigan 
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4. Holyot. 





“ng Heater 


DOMESTIC ENGINEERING 


Range of Sizes! 


Increases Holyoke’s Sales Possibilities 


THE COMPLETE LINE 


Including Gas, Kerosene and Auxiliary 
Water Heaters with sizes to meet all require- 
ments. Specialize on the “Holyoke” line. 


There are hundreds of thousands of pros- 





























Holyoke Kerosene Heater 





















7 
al & Gd 
Holyoke Auxiliary 

Heater 





pects in cities, suburban districts and country 
communities all waiting for these modern con- 
veniences of furnishing hot water both in the 
summer and winter. 

The New “Holyoke” Gas Heater not only 
embodies all the good features of the best gas 
heaters, but has many other advantages that 
make it the outstanding Gas Heater on the 
market today. 

The latest improvement embodied in “Holy- 
oke’’ Kerosene Water Heaters is the Swing 
Burner. This new design simplifies the cleaning 
of the burner and wick and results in a more 

' — satisfactory heater. 

The “Holyoke” Auxiliary Heater is the last 
word in this type of heating appliance. It is 
equipped with Brass Unions insuring perfect 
joints—impossible for rust or sediment to col- 








lect—an exclusive “Holyoke” feature. 

















Gold Medal Awarded *‘Holyoke’’ Heaters Sesquicentennial 
International Exposition, Philadelphia, 1926. 


Holyoke Heater Company, Holyoke, Mass. 











Mention DomEsTi« 





ENGINEERING when writing advertisers. 
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tions that they see to it that schools offering instruction to , 
apprentices conform to the standards adopted at its Louis- 


ville meeting—to apply alike to public and private schools. American ANTI- SYPHON 


“It further recommends that instruction be offered first 
to apprentices and journeymen now employed at the trade | TRAP 
HEADQUARTERS 


of plumbing.” 
Full Cast Body 
Ground Joint on Outlet 
The Best 
WE MAKE AN E 
TENSIVE LINE 


American Sanitary Mfg. Co. 


ABINGDON, ILL. 












































|B pemenng-s Pumps and Water Sys- 
tems include every type and 
capacity for every requirement. Fig. 


MISSOURI 
Top pieture: Mrs. and Mr. W. M. Daly of Kirkwood, past 


president of Missouri association.—Lower picture: Mr. and 2085 (illustrated here) 18 automatic : y 
Mrs. J. J. Lawler of Springfield and Mr. and Mrs. H. B. | in every respect—self-priming; self- : ‘ 
Schulte of Joplin Starting; self-stopping; and “OIL- 
RITE”. Send for complete informa- 
tion about this and other types of 
“The national apprenticeship committee recommends Deming Pumps and Water Systems. 
that state and local associations avail themselves of fore- THE DEMING CO.,Est.1880, Salem, Ohio 


men training facilities as provided by educational institu- 

tions in the respective states.” HAND AND POWER PUMPS 
The above recommendations were concurred in by the 

resolutions committee and approved by the convention. 














Approves Simplification of Pottery Telephone: Lawndale 1850 - 1851 
Resolution No. 24 was another recommendation of the 


standardization committee that the convention approve its | 
action in accepting the “Simplified Practice Recommenda- ngot Brass 
- — ———— Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 


2511-2525 W. 2ist St. 
John Hartman, Sales Mgr. * Chicago, fil. 
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‘SHOWERS 


PATENTED 


aS 


Give Satisfactory Service in 
the Largest Shower Instal- 
lations in the World. 








WISCONSIN | 
Top picture: J. J. Zawerschnik, J. Binder, E. Doubek and F. 
H. Loppnow, all of Milwaukee.—Middle picture: V. L. Peavy, 


} 
organizer, Wisconsin association; William Schoenrock, | HOFFMANN & BILLINGS, MFG. Co. 
| 


Write for Bulletin D. 10X 


A. , Backes, George J, Bronenkant and A. A, Hoffman, all of 
Milwaukee.—Bottom picture: A. Sanderhoff, Racine; A. F. | 
Boetcher, Milwaukee; Mr. and Mrs. S. Dereszynski, Milwaukee | 


Min wa un a ‘vu Ss. A. 
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C & S Shower Bath Doors and Shields 


| are Distinctively Fine Fixtures 


























Nonpareil Shower Stall Door — Patented 


The C & S Nonpareil Shower Stall 
Door is just what its name implies —an 
unusually fine fixture, unequaled in beauty 
of design, in soundness of construction, 


and in performance. 


You'll find it mighty easy to sell the 
C & S Door, for being water-proof, it is 
popular everywhere. 


Then there is the Junior mode)—the 
C & S Door which you saw at your Con- 


vention. It was designed especially for 
apartments and hotels, and because it is 
water-tight, the Junior is in great de- 
mand. The cost is very reasonable. 

















Shower Bath Shield — Patented 


The C & S Shower Bath Shield is the 
pride of the small home. It eliminates, 
forever, the unsanitary and clammy cur- 
tain, and adds a touch of refinement to 


the bath. 


The same fine materials are used in the 
construction of the C & S Shield that 
are found in the C & S Doors, and like 
the doors, permits none of the spray from 
the shower to collect on the floor. 


Easy to order because it is made in 
only one standard size. Easy to install 
because it is not complicated in construc- 
tion. Easy to sell because it is popular. 


Your Jobber Will Give You Our New Catalogue. 


CRIST & SCHILKEN CO., INC. 


ESTABLISHED 1903 


500-508 THIRTY-SEVENTH STREET 
PITTSBURGH, PENNA. 








Mention Domestic ENGINEERING when writing advertisers. 
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INDIANA—IOWA 


Yop picture: W. C. Miller, Cedar Rapids and E. Bailey, of 

DesMoines, Lowa, state secretary.—Lower row: A. H. Haber- 

stock, Fort Wayne; Miss Ruth Lahr, Arthur Lahr and Arthur 
J. Lahy, all of Lafayette, Ind. 


tion, U. S. Government No. 52—Staple Vitreous China 
Plumbing Fixtures,’’ as printed and recommended by the 
Department of Commerce. The fact that the standardiza- 
tion committee had accepted, in the name of the National 
Association of Master Plumbers, the simplification recom- 
mendations for vitreous china plumbing fixtures had been 
brought out in George H, Drake’s report. The convention 
concurred in this resolution, thereby approving the action. 
Scholarship Fund Increased 

As has been the case at the last several conventions, the 
report of the scholarship committee by Frank J. Fee, New 
York City, chairman, was received with much interest and 
gratification. This report will be published in full in an 
early issue, and merits careful perusal. 

Resolution No. 25 was a recommendation of the com- 
mittee that the amount of scholarship money for each 
student in the future be increased from $500 to $600 for 
each scholastic year. According to Mr. Fee’s report, it has 


-. 
m, 





NEW YORK 


Top row: Mr. and Mrs. R. P. Wilson, Evelyn, Hazel and | 
Donald Wilson, all of Buffalo, N. Y.—Bottom row: Group of | 


delegates from New York City 
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‘Trane Unit Heaters 


| 











have set new standards 


Guaranteed for pressures up to 125 Ibs. 


(higher on special orders), Trane Unit 


Heaters offer a combination of conven- 
ience with efficiency never possible tefore 
in the unit heating field. Heating surface 
consists of copper fins, attached to a 
U-tube by the exclusive Trane process. 
Fully covered by patents. This is the 
same heating element which has revolu- 
tionized room heating through Trane 
Heat Cabinets and Concealed Heaters— 

incorporated in a unit heater which con- 
forms to Trane engineering standards. 
Unusually compact. Exceptional fan 
capacity. 

Get complete information at once on this 
big forward step in unit heating. Mail 
the coupon for new bulletin on Trane 
Unit Heaters. 


HEAT CONCEALED 
CABINETS HEATERS 


*** PUMPS AND HEATING SPECIALTIES °*" 


i Ms a 
Nt Ue in 
die, ‘Ter 


Send for 
Bulletin 23 





THE TRANE CO. (Est. 1885) 
204 Cameron Ave., La Crcsse, Wis. 
Send Bulletin 23 on Trane Un‘t Heaters 
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PRODUCTS: :::: 





“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brass 

ferrules is a specialty wito us. If 
you want togive your trade high 
grade,eccurately madeand aad 











Eni 











Richmond Line. Our large ware- 
house stocksand bat 1 ship- 
ping Soeiitiasmnates' trading with 


RICHMOND 


Feundry&Manufacturing Co. 
RICHMOND, VIRGINIA 



































WILLIAM NESBITT 


Plumber of 12735 Ap- 
fpoline Ave., Detroit 

Says: 

“Having installed many of 
our EverHot oo Il firmly 
lieve them to be the best sell- 

ing and profit making heater 

on the market. This, together 
with their trouble-free service, 
isthe reason I sell and install 

EverHots.” 


~ fyerHot Heater Co. 


ners area 


4 State 








Non- Adjustable 
Thermostatic 


Automatic 
All Metal 


SYPHON AIR VALVES 


The Dole Valve Company, 1913-33 Carroll Ave., Chicago 














A \ 
PROFITABLE INSTALLATIONS 


Plumbing dealers all over the country are 
making real money with DAYTON Pri 
vate Water Systems. In addition to the 
profits from the sale of the water systems 
there is also the profit a the re 
tion itself. After a DAYTON is installec 
FOB. DAYTON the door is open for the pot of many 
ener plumbing fixtures 
DAYTON Water Systems and HAPPI- 
DAYTON Water Softeners are interna- 
tionally known for the dependability, 
trouble-free service they afford. The DAY- 
TON Cub shown to the left, with c apac- 
ity of 200 gallons per hour, sells at the low 
price of $85 f.0.b. factory. Other models, 
with a capacity up to 1,000 gallons per hour 
are priced correspondingly low 
The HAPPIDAYTON Water Softener 
has gained almost instant popularity. It 
is supplied in a full range of sizes and 
capacities, and is Roa ably priced in 
line with other DA TON products. 
Write today ior full detatisorthe DAYTON 
dealer plans and the DAYTON catalog. 


The DAYTON PUMP & MFG.CO., Dayton, 0. 
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developed that $500 is not sufficient to support a boy 
properly through a school year, and the convention con- 
curred in this recommendation, authorizing the increase 
for future students. The five boys who are in Carnegie 


| on scholarships completed their first year very satisfac- 


torily, according to Mr. Fee, and the school will carry 
through the $500 a year contract in their cases. ‘The 
recommendation applies to future scholarship students, of 
whom there will be none entering next fall. 

In this regard, Mr. Fee stated in his report that it was 
his committee’s wish that the national association have a 
fund of sufficient amount to support either scholarships, 
thus enabling the association to award two scholarships 


| each year for the full course of four years. One hundred 


thousand dollars would be required for this, and he stated 
that he had started a campaign to raise this amount. He 
had sent a letter recently to manufacturers and wholesalers 


| enlisting their aid, but it had not yet had time to bring 


| arship fund amounted to $35,281.23. 


He stated that the schol- 
During the conven- 


back returns on which to report. 


tion, then, were announced donations of $10,000 from 
Theodore Ahrens, presented through the Women’s Aux- 


iliary to the National Association of Master Plumbers; of 


$2,000 from the women’s auxiliary, as well as $383 addi- 
tional from the same organization, as presented by Mrs. 
E. D. Hornbrook; of $3,400 from the New York City asso- 
ciation, presented by William J. Flynn with the promise 








ILLINOIS 

Top picture: E. C. Wagner, R. B. Reedy, P. F. Larsen, all 
ot Chicago.—Second row: H. P. Reger, Chicago; Jos. W. 
Cannon, Sr. president of the Chicago association; August 
Nilson, and Charles A. Dreier, both of Chiecago.—Third row: 
J. J. Calnan, J. ©. Naughton, Mr. and Mrs. Marcus Weil, all 
of Chicago.—Fourth row: J. C. Dillon, Dan O'Connor, H. ©: 
Abele, all of Peoria, Ill, 
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CLASSIC IN NAME—CLASSIC IN APPEARANCE 

















The CONTINENTAL CLASSIC RADIATOR 


MADE IN standard heights of 4, 6 and 8 tube to take the 
placeof all old type radiators at no extra cost. Continental Clas- 
sic Radiators make your work look as good as it is. 


(ontinental Heater (@rporation 
General Office and Factory 


3 Dunkirk, N. Y, U.S_A. 
CO en nn te mmm AY of 
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Would 
any other 
seat stand 
this test? 
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aft \ Seat 
~ laflood 


could not 


destroy 


Thousands of wood toilet seats in the flooded States must be replaced. 
Ofcourse floods are unusual—but water always has been most destruc- 
tive to the ordinary toilet seat. 

Under actual test “Flintex Toilet Seats” have been cut in half and submerged 
in water for months without affecting either finish or construction. A Hard Rub- 


ber, Non-Porous, White Duco Finished, Water Proof Toilet Seat with Con- 
cealed Hinges,—to fit any bowl. Guaranteed not to Chip, Craze or Discolor. 


“Flintex” hard rubber toilet seats were designed to fill the growing demand 
for a popular priced seat that really is beautiful, sanitary and durable. 


Upon request we will send cross-sectional pieces of “Flintex” seat to any Jobber or Plumbing Contractor. 















Make Your Own 
Test 





RUBBER TOILE 


MANUFACTURED BY 
THE JOHN DouGLAS ComPANY 
CINCINNATI, Oo. 
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that it would be increased to $12,000 by next year; of 
$9,000 from the National association, representing beside 
the usual $3,000 an additional $6,000 which the board of 
directors voted to give from the proceeds of the Louisville 
convention; and of $12,000 from Walter J. Kohler. 

It can be seen from these generous gifts that more than 
two-thirds of the total fund desired has already been 
raised. James S. Cassedy, national director, Cambridge, 
Mass., spoke highly for this scholarship work. He pointed 
out that $12,000 would buy a permanent scholarship and 
called such a scholarship a fine monument to the National 
association or to some prominent member. He hoped that 


the scholarship work could be kept a strictly master 





WISCONSIN 


Top picture: Mr. and Mrs, W. F. Schram, of Oshkosh.—Lower 
row: F,. E. Groswold of F. E. Groswold Co., Eau Claire; C. 
C. Voelz, Milwaukee; J. Arnott, Baraboo 
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OHIO—UTAH 
Top picture: Henry H. Schwarz, J. H. Brinck, William F. 
Wagner and Andrew J. Murphy, all of Cincinnati—Bottom 
picture: 0. S. Walsh of Salt Lake City, secretary Utah Master 
Plumbers’ Association; W. A. Bywater, Salt Lake City, na- 
tional director; Mrs. W. A. Bywater, and A. EK. Buckley of 
Provo 


plumber affair, fearing that begging from manufacturers 
would mean that the master plumbers could not claim full 
credit. He urged that the $100,000 represent master 
plumbers’ generosity. 
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Because 


PHOENIX BRASS FOUNDRY 
Irvington, New Jersey 
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For Any Job 


Moore Radiator Hangers 
are made to carry all makes, 
styles and types of Radia- 
tion, including all new tube 


types. 


They are made of the 
finest grade pressed steel. 
There are thousands of 
Moore Hangers in use 





Bottom Hung | today—and all of them are 
Single Row giving satisfaction. 


CARTY & MOORE ENG. CO. 


(Incerporated) 
611 W. LARNED STREET 


DETROIT, MICH. 
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Where downspout heads are needed, keep © 
the name Wade in mind. Wade Downspout St 
Feads will prove of unexcelled quality and ot 


service. Ko 


They are easy to install—no expansion & 
joint is needed, for they make up tight with 
the easy slip joint connection with which 
they are equipped. 


Do it the Wade Way for satisfaction, 
profit and time saving. 


WADE IRON SANITARY MFG. CO. 
551-53 FULTON ST. :: | CHICAGO, ILL. 
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Do It The WADE Way § 












NEW JERSEY 
Top and bottom: Groups of New Jersey delegates attending 
the convention 





Resolution No. 26 was a recommendation of the scholar- 
ship committee that the reports of the committee for the 
years 1924 to 1927 inclusive, together with all discussions 
and actions thereon, as are now a matter of record in 
the past proceedings and as they will appear in the pro- 
ceedings of this convention, be compiled and separately 
printed in pamphlet form and distributed to each member 
with the copies of the proceedings of this convention. 
The resolutions committee did not concur in this recom- 
| mendation, on the ground that it is the prerogative of 
the chairman of the scholarship committee, subject to the 
| approval of the board of directors, to have this pamphlet 
| 
| 


printed. 
President Makes Recommendations 
President Albert J. Wilson made his report which will 
be reprinted in full in an early issue. In his report 
were several recommendations that were acted upon in 
the form of resolutions. 


‘ 








MISSOURI 


Top row: G. Wiedemann, H. F. Ryffel, August Meyer and 

Charles Quinn, all of St. Louis. Bottom row: E. L. Penfrase, 

of St. Louis, Mo.; W. R. Dunlap, president, Kansas City, Mo., 

association; William Ball, president, Heating and Piping Con- 

| tractors’ Association of Kansas City, Mo., and Col, W. G. 
Archer of the National Trade Extension Bureau 




















Lineup with Durer HeLivtons.” 
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MCKEESPORT 


| RADIATION 























Striking a new note in artistic design, 
McKeesport Radiators meet the most exacting 
requirements of owner and contractor alike. 


Reliable in workmanship, unsurpassed in 
quality! A standard of value in the field! 


\ full line of three, four, five and seven tube radiation now in production. 





THE COLUMBIA RADIATOR CO., McKeesport, Pa. 


ALSO MAKERS OF COLUMBIA BOILERS 
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MARYLAND, PENNSYLVANIA AND MICHIGAN 


Top picture: E. F. Ritterhoff, Baltimore and W. V. Kettle- 
well, Philadelphia.—Lower picture: E. Green, John E. Green 
and Donald Green, all of Detroit 


Resolution No. 27 had to do with the trade relations 
committee. Mr. Wilson felt that this was the most im- 
portant committee now functioning in the national as- 
sociation and that it should continue and be made a 
permanent committee. He was of the opinion that the 
efforts of this committee would remove unnecessary fric- 
tion and thereby the association would receive consider- 
able benefit. The resolutions committee concurred in this 
recommendation, and the convention voted to make the 
trade relations committee a enema division of the 
association. 

Resolution No. 28 paid tribute to the efforts and ability 
of National Director William J. Lang, Chicago, in man- 
aging the convention exhibits at Louisville and at Minne- 
apolis. As Mr. Wilson pointed out, the association not 
only benefited from the education and interest the dis- 
play inspired but from the financial returns, which clearly 
indicated that Mr. Lang had sacrificed time, thought and 








TEX AS—MISSOURI—PENNSYLVANIA 


‘Top row: Mr. and Mrs. H. Kynett, Dallas, Tex.; Joseph Netzer, 

Laredo, Tex.—Bottom row: L. McNamara, St. Louis, Mo. a 

past national president; Dean C. BKB. Connelley of Carnegie 

Institute of Technology, Pittsburgh, Pa.; Edward Quinn, St. 
Lonis, Mo. 
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DUNHAM 









A VARIABLE 
DEGREE OF 
VACUUM 


Write for These Bulletins 


We should like you to have our new Bulletins 
describing the Dunham Differential Vacuum 
Heating System—the heating system that 
reduces overheating to a minimum and oper- 
ates over a range of pressures from 25 in. 
vacuum to 25 lbs. pressure. These Bulletins 
give the results of actual tests of savings made 


in prominent Chicago buildings. 









May we send you these interesting Bulletins? 
Write for them today. Address 


C. A. DUNHAM CO. 


Dunham Building 
450 EAST OHIO STREET CHICAGO 


Over sixty branch and local sales offices in the United States 

and Canada bring Dunham Heating Service as close to you as 

your telephone. Consult your telephone directory for the 
address of our office in your city 
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energy in making it such a success. He recommended, 
therefore, that Mr. Lang “receive a remuneration com- 
patible with the benefit that has accrued to our organiza- 
tion through his efforts and that the board of directors 
determine the amount of compensation which should be 
presented to Mr. Lang.’’ The resolutions committee con- 
curred in this recommendation and the convention ap- 
proved its accomplishment. 

Resolution No. 29 was a recommendation from Mr. 
Wilson that the different state officers co-operate with the 
national office in arranging for their annual conventions, 
so that they may be held at times which will prevent con- 
flicts making attendance of national officers and various 
representatives impossible. 

Resolution No. 30 was a recommendation of Mr. Wilson 
in regard to the executive clerk for the national associa- 
tion. It follows: 

‘““A competent executive clerk in our national associa- 
tion is similar to and as necessary as one in our own 
offices. 

“The present incumbent, Patrick A. Mac Kenna, by his 
assiduous devotion to the duties of his position, his will- 
ingness at any time after office hours or on holidays to 
work on affairs connected with the executive office, his 
experience of three years in this position, and his familiar- 
ity with the proceedings of our association, enabling him 
to produce immediately any record or volume required 
in our office, has been of the most valuable assistance 
to me in the conduct of our office affairs. 


“I recommend that we retain his services and that his 
salary be placed at $6,000.00 per year, this being a com- 
pensation paid by organizations and business firms to 
employes holding similar positions. 

“T recommend for the interest of this association that 
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NEW YORK 


Top row: Patrick F. Halloran, Brooklyn; J. V. Southard, Long 
Island; Thomas Healey, Brooklyn—Middle row: August 
Ebke, Buffalo; Fergus M. McLoughlin and George 8S. Arnone, 
both of New York City.—Bottom row: Alex Cameron, 8S. H. 
Welch, F. B. Robertson, A. Bevrodt, and T. J. Cummins, all 
of New York City. Mr. Welch was president and Mr. Arnone 
secretary of the state association last year 
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Money Spent Right! 


You can truthfully assure your customer that 
when he spends money on his home for better 
fixtures he is “‘spending money right.” No 
finer tribute can be paid the home than to 


have the little things just a trifle better: this 
applies particularly to the bathroom. SNO- 


WITE Genuine Enamel Fixtures give the 
maximum of convenience and many times en- 


hance the appearance of the bathroom. They 
will not chip, craze, rust or discolor and they 
will. outlive the building itself. Plumbers 
like to handle them because there is such a 
variety of them for their customers to choose 


from. 


4 Write for our catalog. 
— Pie, SA 
AMERICAN 


ENAMELED 
PRODUCTS Co. 
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GRAYBAR BUILDING 


NEW YORK CITY 


Architects: Sloan & Robertson 
Plumbing Contractor: Jas.M‘Cullagh 


0. . 
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Heating Contractors: Baker, Smith &C 
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Antlher Monemand fo Creative Genius 


Massive in size—beautiful in architecture and substantial in materials—this great 
building joins the company of some of America’s finest structures. Can one imagine 
anything but the highest of quality in the mechanical equipment for such a building 
as this? 


Architects and engineers who have a reputation for thoroughness have eliminated 


much of uncertainty in passing on the specifications for materials here. And when 


it came to the tubular equipment—the arteries of this housing, the backbone of its 
mechanical future “NATIONAL” Pipe was specified for the major pipe tonnage, 
a tribute to its ability to serve-with satisfaction for years and years {to come. 


“NATIONAL” is the only pipe made by the Scale Free Process. 
NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


NATIONAL 
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Any installation of Go © cL Pipe 
sufficient importance Demands 
; to need brass pipe re- 
quires the finest Brass Fit- Good Fi tti ng B) 
) tings obtainable to make it 
a SUCCESS. Vv Vv Vv 

































General Brass Pipe Fittings 
measure up to the most exacting 


specifications. Machined to a very 
close gauge, and carefully tested 
with water pressure, they can be 
thoroughly relied upon to give com- 


plete satisfaction. V V 


The General Brass Line of Brass 

Pipe Fittings includes Elbows, Tees, 
Crosses, Plugs, Unions, Couplings, 
Bushings, Return Bends and Nip- 


ples, in all sizes from one-eighth 
inch to three inches.  .~ v 
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GENERAL BRASS COMPANY 


(Formed by The McRae & Roberts Co., Michigan Lubricator Co. and Standard-Peninsular Brass Works.) 
100-146 SOUTH CAMPBELL AVE. DETROIT, MICH. 
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an agreement be entered into between the board of di- 
rectors of the National Association of Master Plumbers 
and Patrick A. MacKenna for a term of five years at the 
above compensation. The president of the association to 
have the power to suspend the executive clerk if found 


unsatisfactory and the board of directors to dismiss or 
discipline the clerk if they so decide. The salary of the 
clerk shall cease during the term of his suspension.” 

The resolutions committee concurred in this recom- 
mendation, feeling that it was no transgression on the 
power of incoming administrations because of the power 


it gave the president and board of directors to suspend | 








ILLINOIS 


Top picture: John Cepican, F. J. Dillenburg, L. W. Hudon, 
Robert Liss, Perry Russell, L. J. Keefe, all of Chicago.— 


Middle picture: John Delehant, Henry Breyer, Joseph Scheuer, | 


P. Feltman and A. Jones, all of Chicago.—Bottom picture: 
EK. J. Manag, Mrs. E. J. Maag, Mrs. John O'Flaherty and John 
O'Flaherty, all of East St. Louis 


the clerk in case of dissatisfaction with his services. 
Frank B. Lasette, New York, however, felt that it did 
put the association on the defensive and did tie the hands 
of the president in regard to employing whom he wanted. 
At the same time, he did not think it fair to limit an 


employe, which he thought this resolution would do. Mr. 
Flynn asked that the members read the resolution again 


so that they would thoroughly understand that it pro- | 


vided for any contingencies which might be detrimental 
to the interests of the association. 


James S. Cassedy said that the reason behind this reso- | 


lution was that the continuity in office of a clerk was 
highly important, in that he must learn about associa- 
tion affairs to be of any value. This resolution, Mr. Cas- 
sedy said, was in the interests of the association and not 
prompted by politics. He felt it was a sensible solution 
of a problem which has long bothered the association. 

A. C. Mylander also stressed the value of continuity 
in office. 

The motion was finally put to the convention, and the 
action of the resolutions committee in concurring in Presi- 
dent Wilson’s recommendation was approved. 

Resolution No. 31 was another recommendation of the 
president in regard to ridding the national office’s files of 
useless papers and documents which have accumulated 
over a period of years. On concurrence by the convention, 
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Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or “‘R” 
and “L”’ nipples, and therefore SAVE YOU TIME 
and MONEY. 


Tilustration shows 
position of pipe in 
7 Ss sleeved hub after 
Simply drop pi bei: screwed into 
into sleeved hub, top fitting. 
screw into top fit- 
ting, calk—and the NOTE: Oakum 
job is done. cannot possibly 
work thru joint, 
or pass end of pipe, 





Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 

Write today for catalog of modern and econom- 


ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 


1100 W. 38th St. :: Chicago, Ill. 
Warehouses: Chicago, Ill., Gadsden, Ala. 
Factories: Gadsden, Ala 
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| ‘A lways Dry” 


OATEY 


ROOF 


FLASHINGS 
| Fe 

T IS our particular 
boast that Oatey 
|| Roof Flashings are a/- 
| ways dry—not for one 
} or two Or five years 
after installation but 
| for the life of the job 
they are installed on. 


Oateys are serving on 
thousands of jobs right 
now and they have 
never needed a second 
thought after installa- 
tion. 


Write for prices. 


L.R.OATEY CO. 


5500 Walworth Ave. 
CLEVELAND :: OHIO 
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Built-Well Means Built Right 


When the name 
Built-Well is on the 


toilet seat you pur- 
chase, you know 
that the very best in 
materials and work- 








The Bult-Well 
V-Lock Jo‘nt 














want, turned wp |  Manship have gone 
Show how dowel, | Into that seat and 
Roar bosaver: that it is built right 
Moisture only te 
makes them by the Built Well 
erie special process. 








Built Well Mfg. Co. 








1458 W. Kinzie St. | Chicago, III. 








Hine & 





a PO a PL 





SPU ei 


wT HME TT ed 


Blake-Ussesa Patented 
Grease Traps 





Most sanitary- Most efficient- Most economical 


In use all over the country for a long number of 
years with the utmost satisfaction in all instal- 
lations. This is a Grease Trap, not a ‘“Make- 
Shift.” Recovers 99 per cent of the grease. 
Nothing to get out of order, and will last a life 
time. Easy to skim off the grease, and grease 
has a commercial value. Keeps waste pipes 
absolutely clean. 


Write for circular and prices or see your jobber. 


BLAKE SPECIALTY COMPANY 


ROCK ISLAND, ILLINOIS 


Canadian Service: All Crane Company Branches 
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a committee will examine the material, throw out what is 


| useless and place valuable documents, books, etc., in a 


| national secretary, read. 


fire-proof warehouse. 


Wants Man Near Washington For Conference Committee 

Resolution No. 32 was a recommendation of the con- 
ference committee. William T. J. Orriss, Union City, N. 
J., chairman of the conference committee, was not present, 
being kept at home on account of illness. He had for- 
warded a brief report, however, which Wilbur R. Dosher, 
Wilmington, N. C., a member of the committee and past 
It was the committee’s recom- 
mendation that, inasmuch as many subjects relating to 
Sanitation and hygienic laws are debated in Washington, 





WISCONSIN 


Top row: E. F. Henoch, L. R. Friend, both of Milwaukee; Wil- 
liam H. Heidmann, Eau Claire—Middle row: C. H. Marquart, 
Oshkosh; W. F. Baker, F. M. Branson and P. J. Iverson, all of 


| La Crosse.—Bottom row: M. Hoffmann, Otto Marquardt and 


William Woehlke, all of La Crosse, and E. J. Egan, Milwaukee 
D. C., and the association is in many cases unaware of 
such proceedings, a member of the conference committee 
should be selected from among the members located at 
Washington, D. C., in order that he may inform the asso- 
ciation of any proceedings which might affect the craft 
and see that the association has representation. The reso- 
lutions committee concurred in this suggestion, and it was 
so ordered. 

Resolution No. 33 was a request from the educational 
committee for authorization to hold a mid-year committee 
meeting at some central point in order to maintain the 
interest of all committeemen in their work. The resolu- 
tions committee reported that it could find nothing in the 
by-laws which placed limitations on when, where or how 


often the various committees should meet, and, therefore, 
did not concur in the resolution. Its action was approved 


| by the convention. 


Plumbers Respond to Flood Relief Request 
Resolution No. 36 was submitted by the Louisiana-Mis- 
sissippi Association, urging the association to ask Con- 
gress to pass promptly the O’Connor Bill, which calls for 
the government to do somethimg comprehensive for the 
salvation of the great Mississippi valley from floods. 
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From 1 lb. Up 


It doesn’t matter whether it’s one pound 
or a hundred, the Donnelly Pressure 
Relief Valve will operate at any re- 
quired pressure. The Donnelly Valve 
can be adjusted in a moment by any 
mechanic. It is equipped with an 
external spring which never fails in 
operation and assures perfect safety 
at all times. 


Wherever this type valve is needed, 
such as on basement tanks, range 
boilers, storage heaters and closed 


plumbing systems, the 
Donnelly will serve faith- 


fully and well. It is de- 
signed particularly for 
long hard service and 
is remarkably easy to 
install. 


Donnelly Pressure Relief 
Valves will make money 
for you— use them. 


Included in our manu- 
facture is also a most 
complete line of Tem- 
perature-Vacuum and 
Pressure Valves, single 
or in combination. 


See Your Jobber! 


Donnelly Manufacturing Company 
29 Mills Street Malden, Mass. 
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DONNELLY 


PRESSURE RELIEF VALVES 
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tion of fair dealing 


The I & M Plant — 
Built on a founda- 





ESTABLISHED 1889 


Prompt Shipment 





Immediate Delivery 
On All Standard Articles 





Our New Prices 





positively will not pull off. Write us for further information. 

















1501 BEARD AVENUE ow DETROIT, MICHIGAN 
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The Ireland and Matthews Built-in Fixtures merit your investigation. The forged 
shower head is extremely sturdy and the valves can be reseated without removing 
the fixture. The handles are attached in such a method to the valves that they 
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This resolution instantly found sympathy, after J. R. 
Lawton, New Orleans, had given the members a first 
hand description of the suffering caused by the floods, and 
was not only concurred in but was the signal for a motion 
from A. C. Eynon, past president and now treasurer of 
the national association, that the association should sub- 
scribe $1,000 to the Red Cross for relief work. This was 
passed unanimously, and many individuals and states im- 
mediately announced separate contributions. According 
the reports of what various state and local associations 
of master plumbers have already contributed and count- 
ing in the new pledges made right there and then, $4,595 
in addition to the $1000 was pledged to the Red Cross 
from master plumbers. 


NATIONAL SECRETARY COLEMAN REPORTS ASSO- 
CIATION GROWTH 

LEXANDER J. COLEMAN, San Francisco, secretary 
A of the National Association of Master Plumbers, 
read his annual report, and the facts therein clearly proved 
that the association was on the increase in membership 
and in financial strength. President Wilson, in his re- 
port, took the opportunity to commend Mr. Coleman very 
highly for his work as national secretary and gave him 
great credit for the smooth functioning of association 
affairs. ‘“‘I was especially fortunate to have a gentleman 
possessing the experience Mr. Coleman has had,’’ said 
the president. 


Treasurer A. C. Eynon’s report was an accounting of 
receipts and disbursements, which showed that the na- 
tional treasury was in healthy condition. Edward B. 
Kleine, Cincinnati, Ohio, chairman of the auditing com- 
mittee, reported that Mr. Eynon’s accounts had been 
audited and found correct and in good shape. 
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OHIO 
Upper row: John J. Vogelpohl, past national president, with 
his sons, Stephen and Robert.—Lower row: Walter Klie, 
Cleveland; E. P. Crotty, Cincinnati; T. W. Crogan, A. A. 
Schmutz, F. C. Koercher, J. Frank Conroy and E, Frank, all 
of Ohio 


VICE PRESIDENT NOLAN REPORTS FOR DIRECTORS 

HOMAS F. NOLAN, Albany, N. Y., vice president of 

the national association during the Wilson adminis- 
tration and elected to the presidency at this meeting, re- 
ported on the two meetings of the board of directors which 
were held during the year—the first in St. Louis last No- 
vember and the second in Minneapolis just prior to the 
convention. At the first meeting, the board considered the 
resolutions referred to it from the Louisville convention, 
and acted upon them. At the second, it reviewed com- 
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| mittee reports and approved of them. Some of the high 
\ lights of its two meetings were the voting of an addi- 


on , oa a) oe ao ee | tional $6000 to the scholarship fund, the endorsing of 
ALY FUIN BRASS CORPORATION the work of the trade relations committee and a review 


bad ls 


of various association activities which are part of other 
resolutions and discussions contained in this issue; The 
| convention adopted this report as read. 


INSTALLMENT PAYMENT SELLING 
J. GREIL, representing the Commercial Investment 
e Trust, Inc., of New York City, addressed the con- 
vention on installment payments. He felt that plumbing 


was losing a great deal of business to the automobile, fur- 
| niture and other industries which make it possible for the 
purchasers to buy their products on an easy payment plan, 
He reported that the time payment plan has become an 
integral part of the system of distribution and said that 
| the installment debt in the country was not exceeding the 
| growth of business. He believed that the plumbing in- 


} 


' dustry had the finest kind of time payment risk—the 
home owner. He explained that he was talking of the 
home owner whose residence needed extra plumbing, or 


ABOR costs amount 
to many times the 
price of the radiator 
valves you install. Be- 
cause they are easy to 
install Commonwealth 
Lavigne Radiator Valves 
reduce labor cost to a 
minimum. 


remodeling, and not of new, speculative building. He 

ai pointed out that the old home represented a big market 
w\\\\\ | for the plumber, in view of the fact that new building is 
1 Your | falling off, and he offered the aid of his company in work- 
eres Jobher ing out a time payment plan of selling for any interested 

Can | master plumber. 
Supply ae 
LIVING COMFORT 


re) | 
y ue \ as W. FARRAR, president of Excelso Products 


Corp., Buffalo, N. Y., introduced his slogan, ‘‘Living 


” 





Comfort,’’ to the convention. As he pointed out, the mas- 


COMMONWEALTH BRASS CORPORATION - DETROIT ter plumber or heating contractor is selling appliances and 


eo ee | a service which contribute to the comfort and happiness 
| of the home. If that message were put across, he felt, 


| the industry would take its place in the public eye as a 
real factor in home life. He called the plumber a “doctor 
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Copper Hot Water Boilers 


The smooth, inside surface of the 
pure copper shell, can’t develop 
rust because the surface is tinned. 
The hot water always runs clean. 


To this big feature you can add 
much longer life than is possible 
with steel boilers. And to top it all 
you can offer Badger Copper Hot 
Water Boilers at a cost—-which is 
so moderate that nearly every 
prospective customer will be quick 


to see its advantages. 
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Top picture: H. M. Saunders, J. P. Hargarther and L. J. 
E. B. Badger & Sons Co. | Yauchzi, former national director, all of Rochester—Middle 
75 Pitts Street Boston, Mass. | row: P. A. MacKenna, executive clerk, national association; 
New York: 271 Madison Avenue | W. J. MeGrath, Brooklyn; Robert A. Higgins, New York City; 
Tulsa, Okla.: Mid-Continent Building John F. Rogers, Flushing.—Bottom picture: J. R. Walsh, Wil- 





liam P. Kroepki and F.. H. Daugherty, all of New York City; 
Charles Morgenweck, Bronxville; J. J. Falihee, New York City 
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Join the 25,000 


N the five years of its existence the Copper 
& Brass Research Association has cooperated 
with 25,000 plumbing contractors to increase 


their sales of Brass pipe, plumbing that never 
rusts. 


This cooperation is part of the Association’s 
campaign against rust. Through advertising 
in newspapers, national magazines and trade 
ana technical publications the messages of the 
Association have reached 151,406,214 readers 
since the first of the year. These messages are 
showing the American public how Copper, 


Brass and Bronze protect them from the rust 


loss which exceeds $600,000,000 every year. 


You can increase your sales by enlisting in 
this campaign against extravagant mainte- 
nance costs. Meet the public demand for dur- 
able materials by selling rustproof Brass pipe 
and Copper boilers. 


The Association is promoting Coprrr and 
Brass business for plumbing contractors in all 
parts of the United States. In addition to 
New York headquarters and a Pacific Coast 
branch at Los Angeles, it now has a* Mid- 
Western office at 901 Landreth Building, 
St. Louis, Missouri, to cooperate with the 
trade in the Mississippi Valley. 


COPPER t& BRASS 
RESEARCH ASSOCIATION 


25 Broadway, New York 


Send for our book on ‘Practical Brass Pipe Plumbing.” It shows 
the proper method of installing Brass pipe. There is no charge 
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of sanitation.’’ He called plumbing and heating the great- Eee ; a 
est business in the world. He said that the master plumber | 


is leading the industry today. 





on 


| - 
WILLIAM J. LANG REPORTS ON CONVENTION | © » 
MANAGEMENT le. 300. Pee — 
gpa WILSON introduced William J. Lang, Chi- 






ee te 


cago, the national director who managed the con- 
vention and exhibit arrangements with the help of the 
Minneapolis association, as the “Barnum of the plumbing 
industry.”” Mr. Lang stated that he would not be sur- 
prised if he were criticised on the lavishness of the en- 
tertainment he had provided, but he believed that it was | 
a critical time in association history and felt justified in | 
doing everything possible to attract a large attendance. 
Three thousand eight hundred and sixty-two registra- 
tions were the result, he said. He gave credit to the manu- 
facturers and Twin City wholesalers who had co-operated 
so wonderfully with him in his plans for a big conven- 
tion, and stated that it was through their generosity 
that the members were enjoying the entertainment. 
He reviewed briefly some of the arrangements he had 
made, such as the Trade Extension Bureau model store, 


for which he gave Hugh McCarthy of the bureau much 


} { 








praise; such as the trade school and committee booths in MICHIGAN 
the exhibit hall; such as the publicity which Colonel ‘Top picture: E. Kruger, Harry N. Sprenkle and William FE. 
Archer had spread in his addresses before various organ- Horn, all of Detroit.—Lower picture: M. Hughes, C. L. Maho- 


izati ; : , .E vey .c. L. M , ‘ ; 
izations in the two weeks previous to the convention; and ™*% @mma Harvey and Mrs. C. lL. Mahoney, all of Kalamazoo 


such as the moving pictures of the convention, which, he 

said, could be sent to state and local associations for arous- turers make up their advertising budgets in the fall, the 

: : : s . . aj 7 sto s s ” at? ‘ 7 * . it 

ing interest in future national meetings. association start its preparations for the convention exhibi 
He spoke for Atlantic City as the next place to hold the in time to reach these manufacturers before they have 

convention, because of the opportunity to put on a week’s Closed their advertising appropriations. 

display of manufactured products on the Steel Pier in that He gave full credit to the Minneapolis association and 

city. He recommended that, inasmuch as many manufac- the committee which it appointed to work on convention 
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arrangements. He stated that all he had to do was to sug- 
gest; the Minneapolis men did the rest. He asked the 
board of directors to give the Minneapolis association a 
good portion of the revenue of the convention in recog- 
nition of its good work and as a help to its organization 
activities. 
IN MEMORIAM 
SELDEN WALKER, East Orange, N. J., a past na- 
[ \ e tional president and chairman of the memorial com- 
mittee, presented a most fitting report as a memorial to 
the members of the association who have passed away in 
the last year. Ninety-three members died since the last 
convention, two of whom were past national presidents. 
A special memorial resolution was read for each of these 
two men, Ike Brown of New York City being asked to 
read the one on the death of John Byrne, New York, the 
fitth president of the association, and Joseph W. Cannon, 
Chicago, being asked to read the one on the death of P. M. 
Murphy, Chicago, seventeenth president of the association. 
The names of the ninety-three were read, and the mem- 
bers stood in silent tribute to their memories as a choir 
of young boys and girls from Kohler Co. sang ‘‘A Perfect 
Day.”’ 
JOHN L. E. FIRMIN HONORED 


OHN L. E. FIRMIN, who helped organize a master 
plumbers’ association on the Pacific Coast in 1881, 
who has been in association work in California ever since 
and who is now secretary-emeritus of the California State 
Association of Master Plumbers, was introduced by Presi- 
dent Wilson as a splendid example of unselfish devotion 
to association work. Mr. Firmin spoke to the convention 
most ably, extolling the association cause. 
On the last afternoon of the convention, the members 
passed favorably on a resolution presented by the Na- 
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John L. E. Firmin, secretary emeri- 
tus of California state association 


tional Association of Plumbing Secretaries, calling for the 
presentation to Mr. Firmin by the national association of 
ascroll. This scroll is to represent the association’s recog- 
nition of Mr. Firmin’s loyal service and devotion. Thomas 
Carson, secretary of the Detroit association, presented the 
resolution, and it was seconded by John Keane, Pitts- 
burgh, president of the National Association of Plumbing 
Secretaries, who, in his second, announced that the secre- 
taries had made Mr. Firmin an honorary member. 
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ADOLPH MUELLER PRAISES CONVENTION 

DOLPH MUELLER, president of Mueller Co., De- 
A catur, Ill., was called on and expressed his pleasure 
at the co-operation evident between the three branches of 
the industry at this convention. He felt that the sales 
end of plumbing was the most important end, important as 
was the mechanical side of the business, and he urged the 


master plumbers to devote great effort to selling. He 
stated his belief in the manufacturer-wholesaler-master 
plumber channel of distribution, and called plumbing a 
wonderful business. 


CONVENTION OPENS 

EFORE the actual ceremonies of the opening of the 
B convention were started, H. Merwin Porter of Minne- 
apolis, president of the Minnesota State Association of 
Master Plumbers, presented President Wilson with a hand- 
some gavel with which to conduct the meeting. The bang 
of the gavel called the forty-fifth annual convention to 
order, and with the impressive ceremony of the singing 
of “America” by the delegates, accompanied by the com- 
bined bands of Standard Sanitary Mfg. Co. and Kohler 
Co., the meeting got under way. Father O’Toole pro- 
nounced the invocation, and Alfred Wiik, president of the 
Minneapolis Retail Plumbers’ Association, welcomed the 
delegates to that city. Charles Wilkins, general chairman 
of the Minneapolis convention committee, also welcomed 
the delegates and guests and wished them a pleasant 
visit in the city. 

Thomas F. Nolan, vice president of the National Asso- 
ciation, responded to the welcome on behalf of that 
organization. Mrs. O. G. Johnson, president of the Minne- 
apolis auxiliary, welcomed the ladies, after Mrs. O. P. 
Bahneman, general chairman of the Minneapolis auxiliary 
convention committee, had presented the national asso- 
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ILLINOIS 


Top row: M. J. Kickham and Thomas McEvilly, both of East 

St. Louis, and J. W. Ward of Rock Island.—Lower row: H. 7. 

Strenger of Lake Forest, J. H. Moran of Highland Park, 
Victor Killian of Winnetka, and C. F. Taffe of Chicago 


ciation with a huge basket of flowers as a token of friend- 
ship and loyalty on the part of the Minneapolis auxiliary. 

Mrs. E. D. Hornbrook of Kansas City, Mo., president of 
the Women’s Auxiliary to the National Association of 
Master Plumbers, responded to this welcome, and made 
an announcement of interest to everyone present. This 
was the present to the auxiliary of $10,000 by Theodore 
Ahrens, president of the Standard Sanitary Mfg. Co., to 
be added to the scholarship fund of the national associa- 
tion. Mr. Ahrens had sent the check to Mrs. Hornbrook 
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some time ago, but the announcement had not been made 
previously. Mrs. Hornbrook thanked Mr. Ahrens for his 
generosity, and announced another contribution. This 
was a gift from the National auxiliary to be known as the 
Theodore Ahrens Carnegie Scholarship, and was in the 
amount of $2,000. The auxiliary also contributed $383 
for the scholarship fund of the National Association. 


Mr. Ahrens was called upon to talk to the meeting, and 
started out by expressing his appreciation for the friendly 
feelings he felt existed between himself and the associa- 
tion. He told of some of the experiences he had had on 
a recent trip to South America, where he had made a 
point of looking over the plumbing business on that con- 
tinent. He related several examples to show how far 


behind this country those in South America were in re- 











MISSOURI 


Top row: Henry J. Meyer of St. Louis, G. F. Bennett, J. 8. 

Levene and F, W. Hocker, all of Kansas City, James Fowler 

of St. Louis.—Middle row: P. D. Finn and Mrs. and Mr. F. 

Linek, all of St. Louis.—Lower left: August Heil of St. Louis. 
Lower right: H. W. Hoefner of St. Louis 


gard to sanitation. One of the main reasons for this 
laxity is the fact that the manufacturers and jobbers down 
there do not hold the plumber in the same light that 
they do in this country. In fact, he said that the master 
plumbers were not considered at all in the sale of the 
article, but were merely installation men, paid very poorly 
for their efforts. In closing, Mr. Ahrens stated that he 
was happy to look back to the time forty years ago when 
he was one of the founders of the Louisville Association 
of Master Plumbers, and said that he had spent fifty years 
in the plumbing business and its associated lines. 

A. J. Wilson, president of the association, thanked Mr. 
Ahrens for his generous donation, and told the delegates 
and guests of the large gift he had made about a year 
ago, for the establishment of a scholarship at the Car- 
negie Institute of Technology. He said that Mr. Ahrens 
had gone through all of the stages of the plumbing busi- 
hess, having been an apprentice, a journeyman, a master 
plumber, and was now a manufacturer and wholesaler. 
President Wilson thanked the National auxiliary for the 
flowers, after which he called on Mrs. John D. Sherman, 
President of the General Federation of Women’s Clubs, 
Who told of the history of that organization and of its 
purposes. She also related some of the survey work the 
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federation was now doing. At the close of her talk, the 
Women’s auxiliary presented Mrs. Sherman with a corsage. 


MANUFACTURERS INTRODUCED 

NUMBER of prominent manufacturers and whole- 
A salers were seated on the platform during the meet- 
ing, and President Wilson called on as many as time 
would permit. Isidor Weil, president of Weil-McLain Co., 
Chicago, and president also of the Central Supply Asso- 
ciation, brought the greetings of that association to the 
National organization. Walter J. Kohler, president of 
Kohler Co., Kohler, Wis., told the delegates and guests 
that this was his first national convention, but assured 


them that from this one experience, it would not be his 
last. Charles K. Foster, executive vice president of the 





TENNESSEE—KENTUCKY—VIRGINIA 


Top row: J. M. Gallagher, Nashville, Tenn., and R. H. McGinn, 

Knoxville, Tenn.—Bottom row: B. Y. Kinzey, executive man- 

ager, Richmond, Va., association; R. A. Layer and Fred Miller, 
both of Louisville, Ky. 


American Radiator Co., Buffalo, N. Y., expressed pleasure 
at being present at the meeting. C. R. Crane II, assistant 
vice president of Crane Co., Chicago, also said he was 
glad to be present, and wished the assembled master 
plumbers a successful convention. A. M. Maddock, presi- 
dent of Thomas Maddock’s Sons Co., Trenton, N. J., spoke 
briefly on his pleasure at being present at the convention. 
William J. Woolley, president of the Wolff Mfg. Corp., 
Chicago, told the association that he still enjoyed its 
conventions, and was proud to have once been a master 
plumber. Time did not allow the other guests on the 
platform to speak. They were: E. C. Garrity, president 
of the National Plumbing and Heating Supply Co., Chi- 
cago; Charles B. Nash, advertising manager of the Stand- 
ard Sanitary Mfg. Co.; W. E. McCollum, secretary of the 
Central Supply Association; H. W. Seymour, advertising 
manager of Crane Co.; John L. E. Firmin, secretary 
emeritus of the California State Association of Master 
Plumbers; Adolph Mueller, president of the Mueller Co., 
Decatur, Ill. 


PAST PRESIDENTS’ CLUB 
CUSTOM of the National Association of Master 
A Plumbers which will be observed as long as that 
organization is extant, is the roll call of past presidents 


and charter members of the association. The sentiment 


of this ceremony is one which will never be lost by the 
association, and the first meeting of every convention is 
dedicated to those, living and dead, who have given their 
services, without any compensation but the pride and 
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glory, for the betterment of the plumbing business and 
the longevity of the association. 

A. C. Eynon of Canton, Ohio, a past president, and now 
secretary of the past presidents’ club, took charge of the 
meeting, after President Wilson had introduced him and 
National Secretary Alexander Coleman. Mr. Eynon gave 
a short synopsis of the association’s history before reading 
the names of those association presidents who had died 
during the last year. They were John Byrne of New 
York City, and P. M. Murphy of Chicago. Here the cere- 
mony was interrupted for a short time when Mrs. E. D. 
Hornbrook, president of the National auxiliary, presented 
a basket of peonies and phlox in tribute to the dead 
past presidents, 

Forty-five years ago, according to Mr. Eynon, a group 
of master plumbers gathered together in New York City 
to organize the National Association of Master Plumbers. 
At this time only three of that group are still living, 
William McCoach of Philadelphia, Alec W. Murray of 
Twin Falls, Ida., and George F. Uber of Philadelphia. 
The two former past presidents had sent regrets at not 
being able to attend the convention. Mr. Eynon presented 
Mr. Uber, however, saying that the latter has not missed 
a National convention in forty-five years, or since the first 
convention of the association. Mr. Uber acknowledged 
the introduction and spoke briefly. 

The past presidents were then called on in the order 
of their office. Daniel G. Finnerty of Boston, Mass., was 
the oldest past president in point of service, and he told 
of some of the history of the association. William H. 
Doyle of Philadelphia, Pa., sent a message that his health 
was poor and that he was unable to attend. Thomas P. 
Culloton of Chicago was also absent on account of sick- 
ness. E. D. Hornbrook of Kansas City, Mo., who holds 
the record for having been president the greatest number 
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MISSOURI 
Top row: C. W. Crowley, S. J. Jacoby, D. H. Reynolds, J. M. 
Jacobs, E. E. Manahan, F. J. Gardner, L. H. Roman, J. E. 
Larner, E. Buckfelder, all of St. Louis.—Bottom row: Thomas 
Sheehan, Mr, and Mrs. J. F, Tumalty and Werner Hencke, 
all of St. Louis 


of terms, three, told how the association had improved, 
especially in terms of co-operation with the manufac- 
turers and wholesalers in the field. David Craig of Bos- 
ton, sent regrets on his inability to attend, but went on 
to say that he was confined to a sick bed. Charles J. 
Boyd of Chicago, said that although he was not now 
connected with the plumbing business, he was pleased to 
attend the convention, and was proud to know that he 
was still an honorary member of the association. A. 
Selden Walker of East Orange, N. J., spoke of how pleased 
he was that the association officers were getting such 
hearty co-operation from the members. 
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Over thirty years of experience as designers and makers of high grade tools 
and our system of jigs, gauges, tests and inspection insures our ability to 
deliver pipe tools of superior quality at reasonable cost to you. 


Write for our catalog and prices cover- 
ing our complete line of pipe tools. 


ARMSTRONG BROS. TOOL COMPANY 


317-357 NORTH FRANCISCO AVENUE 








CHICAGO, ILLINOIS 
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M PIPE FITTINGS 


AND 
Trade Mark Trade Mark 


IRON BODY GATE VALVES 


Screwed 





Flanged Non 
and Rising 
Hub Stem 
Ends and 

0. Ss. & Y. 
Patterns 
Sizes 
2” to 12” 
Inclusive 





Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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ELECTRICALLY | 
HEATED 

ERE is a new sales op- 

portunity. The Wessels 
Heater will appeal greatly to 
your customers who like mod- 
ern equipment, especially 
those who are away from a 
gas supply 














The Wessels Heater uses 
electricity exclusively, which 
gives the cleanest, safest, and 
most convenient heat possible. 









There are controls and sizes 
for, every domestic require- 
ment 


D.D.WESSELS & SONSCO. 
DETROIT, MICHIGAN 
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Frank J. Fee of New York City, spoke of the work of 
the scholarship committee, of which he was chairman. 
James S. Cassedy of Cambridge, Mass., told how much 
past presidents enjoy coming to National conventions to 
meet old friends, and speak to the meetings. David H. 
Roberts of Cleveland, Ohio, was another of those whom 
illness kept from attending. L. McNamara of St. Louis, 
Mo., said that it was a pleasure to see the fulfillment of 
a dream the association has had for many years—the 
hearty co-operation of the three parts of the plumbing 
business, the manufacturer, the wholesaler and the master 
plumber. Frank B. Lasette of New York City, said that 
he felt blessed because he had the privilege of attending 
the convention as a past president of the association. D. 
F. Durkin of Philadelphia wired regrets at his inability 
to attend. Joseph W. Cannon of Chicago talked briefly 
as the time waned, and a telegram was received from 
John S. Irvine of Detroit, Mich., expressing regret that he 





MICHIGAN 
Top picture: Mr. and Mrs. J. H. Lewine, Albert Lewine, Mrs. 
and Mr. Kensel, of Kimball-Eisenberg Co., Detroit-——Bottom 
picture: Alex Phillips, R. N. Sunquest, Miss E. Phillips, H. A. 
Mesnard, C. L. Tuck, A. F. Sheppard, all of Detroit 


‘could not attend the meeting. Samuel F. Wilson of 
Newark, N. J., gave a talk which consisted of three words, 
“IT greet you.” John J. Vogelpohl of Cincinnati, Ohio, 
also said a few brief words. Henry E. Longley of Wil- 
mington, N. C., spoke of the excellent exposition held in 
conjunction with the convention, and expressed apprecia- 
tion for the hard work put in on the exposition by William 
J. Lang of Chicago, chairman of the exposition committee. 

Joseph W. Cannon, the reading clerk, read telegrams 
of greeting from the Salt Lake City, Utah, association, 
and from the Heating and Piping Contractors National 


Association, as well as one from Houston, Tex. 


THE ENTERTAINMENT OF THE GUESTS 

HILE a convention’s primary purpose is that of 
_—_ prwenecied business problems, the social side of such 
a meeting can not be forgotten. This year the Minne- 
apolis master plumbers did a good job of preparing 
entertainment for the delegates and guests attending the 
convention. 

Daily features of the convention were the band sere- 
nades by the Kohler and Standard bands, as well as con- 
certs by these bands in the exposition hall and the dinner 
dances held every evening at the Radisson Hotel, which 
attracted many delegates and guests. 
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On' Monday evening of convention week, the national 
officers, the national directors, several past presidents, 
honorary members and charter members, the Minneapolis 
officers and a number of specially invited guests sat down 
to a banquet in the Gold Room. The guests at the ban- 
quet were A. M. Maddock, C. B. Nash, C. R. Crane II, 
Walter J. Kohler, Theodore Ahrens, William Bros, E. B. 
Sweatt, Isidor Weil, Charles K. Foster, C. B. Connelley, 
J. G. Ordway and V. C. Frey. Later in the evening a 
reception and dance was held in the Flame Room, and 
entertainment was furnished by several singers and 
dancers. 

About 15,000 people tried to get within the doors of 
the auditorium Tuesday evening to see the big vaudeville 
show furnished through the courtesy of Crane Co. Only 


twelve thousand were admitted, and the big building was 








J. E. Dugan, Albany, N. Y. 


filled with the audience. Several acts of national fame | 


were on the program, and Col. William G. Archer of the 
National Trade Extension Bureau gave a talk. 

A dinner was held in the Gold Room Wednesday evening 
for the national officers, national directors and state presi- 
dents. In response to a suggestion that the national 
association was not doing as much as it could for the 
State associations, James S. Cassedy, Cambridge, Mass., 
past president of the national association, said that the 


various state presidents were passing up an opportunity | 


to sell the idea of the national convention to the state 
members. He remarked that this was the first dinner of 
its sort ever held, and said that it gave the state presi- 
dents an opportunity to meet Thomas F. Nolan and make 
his acquaintance before he took office. Alfred C. Eynon, 
national treasurer, and E. D. Hornbrook, past president, 
also said a few words. 

The following state presidents were in attendance at 
the banquet: Carl C. Mott, Missoula, Mont.; Joseph E. 
Fisher, Houston, Tex.; F. P. Moss, Miami, Fla.; A. B. 
Dibble, New Haven, Conn.; Jacob Isaacs, Louisville, Ky.; 


- E. B. Clayton, Denver, Colo.; James E. Desmond, Eliza- | 


beth, N. J.; James H. Lutz, Jr., Harrisburg, Pa.; F. A. 
Burmeister, Memphis, Tenn.; Charles J. Kelly, Portland, 
Ore.; Roy E. Thompson, Tacoma, Wash.; Charles R. 
Hutton, Los Angeles, Calif.; J. E. Carper, Salem, Va.; F. 
C. Kuetemeyer, Milwaukee, Wis.; Charles D. Harris, Chi- 


cago; F. S. Popelka, Cedar Rapids, Iowa; George T. | 
Noyes, Presque Isle, Me.; H. Merwin Porter, Minneapolis; | 
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Haas 
Presents 


a 
Sensation! 


The New Haas RELY- 
A-BALL Flush Valve is 
sensational in its sim- 
plicity and efficiency of 
operation. It requires 
no difficult or fine ad- 
justments and can be in- 
stalled simply by hook- 
ing onto lever arm. No 
guide is required fas- 
tened to overflow as por- 
celain guide (A) which 
is absolutely non-corro- 
sive does this work. The 
ball (C) is made of the 
finest virgin India gum 
rubber, will not swell or 
get out of shape and 
assures positive closure 
even on corroded valves. 
All metal parts are made 
of brass, non-rusting and 
extremely sturdy. 








RELY-A-BALL Flush Valves 
are guaranteed for five years. 
They come packed in individual 
cartons with complete instruc- 
| tions for installing. As a special 
introductory price we are offer- 
ing one Rely-A-Ball and one 
Haas Noiseless Ball Cock for 
$2.00. 


| Write for full particulars 


or ask your jobber. 





| Philip Haas Company 


Dayton, Ohio, U.S. A. 
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and Curtis Company 








3-Inch Model 


PIPE CUTTING AND 
THREADING MACHINE 


This is a very popular model for the 
plumbers. It gives a big range over the 
usual two inch model yet the price is 


only slightly higher. Readily portability 
feature has been maintained. It will 
pay you to think and plan for the future. 








Complete Line 
Hand — Belt — Electric 


Readily Portable Models 
2; 14—3 and 1—4 inch 


Other Models 
1—6;1—8 and 2!1,—12 inch 


Distinguishing Features 


Curtis Die-head 
Automatic Die-release 
Automatic Cut-off 


Main Office: 
318 Garden Street 


No. 437 Range 4-3 inches BRIDGEPORT - CONN. 
Direct-connected Electric 























C. A. Rutherford, Hastings, Nebr.; Frank C. Clemens, 
Dayton, Ohio; Norman Mathers, Sioux Falls, S. D.; Frank 
Irish, Indianapolis, Ind.; H. L. Stevens, Hutchinson, 
Kans.; T. A. Donegan, St. Joseph, Mo.; Martin W. Utz, 
Rochester, N. Y.; W. J. Hughes, Bay City, Mich.; Charles 
F. Peck, Greenfield, Mass.; H. O. Green, Tulsa, Okla.; 
Francis C. Dorsey, Baltimore, Md.; George W. Redeker, 
Wheeling, W. Va.; William A. Bywater, Salt Lake City, 
Utah. 

Five boxing matches and a number of other entertain- 
ment features were shown in the auditorium Wednesday 
through the courtesy of the Minneapolis Heat Regulator 
Co. Although it was a strictly stag affair, once more the 
auditorium was filled to capacity, and everyone enjoyed 
the bouts. 

A banquet for the exhibitors was held in the Gold Room 
Thursday evening, and one representative of every com- 
pany exhibiting at the exposition was present. William 
J. Lang, who was in charge of the exhibits, presided at 
the meeting, and a number of officials of the National 
Association, including President Nolan were also on hand. 
In answer to questions regarding the cost of the exhibit 
space, Mr. Lang stated that the actual cost per square 
foot of space at Minneapolis was cheaper than it was in 


| Louisville, Ky. He pointed out that at the Louisville 


exposition the exhibitors paid $3.50 per square foot, while 
at Minneapolis the cost was but $2.98 per square foot. 
He also said he wanted questions and expressions from the 
exhibitors so as to know how they liked the exposition. 

The exhibitors expressed a preference for the closed 
type of booth as used in the Minneapolis exposition. They 
suggested that for at least one afternoon during the 
convention the exposition be closed to the public, allowing 
no one but the delegates and master plumbers of the con- 
vention to go through the displays. Another suggestion 
was that the exhibitors appoint a committee to work with 
the National Association on preparing plans for future 
expositions. 

Mr. Lang took a vote of the exhibitors, asking them to 

show a preference for a city in which the next convention 
should be held. Forty-six voted to have the next meeting 
at Atlantic City, N. J., nine voted for Buffalo, N. Y., and 
two for Memphis, Tenn. Mr. Lang pointed out that the 
board of directors, according to the by-laws of the Na- 
tional Association, is empowered to change the selection 
of a convention city as made by the delegates. 
' L. A. Cornelius, president of the Wolverine Brass Works, 
Grand Rapids, Mich., said that he was impressed with the 
influence such expositions have on the industry at large, 
as well as on the general public, and its attitude toward 
the industry. A. C. Brown, president of the Chicago 
Faucet Co., Chicago, said that he felt that there should 
be no further increase in the cost of exhibit space in 
future expositions. 

The general sentiment of the entire meeting was that 
the exposition was the best that had ever been held, and 
all of the exhibitors were generous in their praise of 
William J. Lang for having done such an excellent job in 


getting it together. 


GRAND BALL HELD IN AUDITORIUM 

HURSDAY evening was the time for the annual grand 
_ ball. Leon Hanson and Mrs. O. P. Bahneman were 
in charge of the arrangements for this party, and they 
were assisted by the master plumbers and ladies auxili- 
aries of the Twin Cities. The large floor of the auditorium 
was taxed to capacity, but everyone enjoyed every mo- 
ment of, this climax to a great convention. ‘Domestic 
Engineering’’ fans were passed out to those who were 
warm, and balloons helped make the occasion more festive. 
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‘At 9 a. m., Friday, the outing arranged for by the 
American Radiator Co. got under way. The entourage 
left the Radisson Hotel for the St. Paul plant of the com- 
pany, going by way of Glenwood Lake, Brownie Lake, 
Cedar Lake, Lake of the Isles, Lake Calhoun, Lake Har- 
riet, Minnehaha Creek, Minnehaha Falls, Lake Nokomis, 
Rice Lake, the Mississippi River gorge, Fort Snelling, Lake 
Phalen, Lake Como and Parkways. A trip was taken 
through the plant and souvenirs were passed out, after 
which the visitors were entertained at luncheon at the 
Yacht Club on White Bear Lake, returning to the hotel 
late in the afternoon. This concluded the entertain- 
ment features of the convention, and was the last official 
event of that meeting. 


MINNEAPOLIS KIWANIANS HAVE CONVENTION 
LUNCHEON 

HE Kiwanis Club of Minneapolis, under the leader- 
‘ae of George A. Michel, Central Supply Co., Min- 
neapolis, held its luncheon, on Tuesday, June 21, in honor 
of the visiting Kiwanians at the national convention. A 
number of master plumbers who are Kiwanians in their 
home cities attended, and several prominent manufac- 
turers were guests, among whom were Adolph Mueller, 
president of Mueller Co., Decatur, Ill.; A. M. Maddock, 
president of Thomas Maddock’s Sons Co., Trenton, N. J.; 
W. J. Spillane, sales manager of Jas. B. Clow & Sons, Chi- 
cago, and E. S. Storm, vice president of Hoffman Specialty 
Co., New York City. Colonel W. G. Archer, representative 
of the Trade Extension Bureau, was the speaker of the 
day, his talk being a plea for vocational education of the 
youth of the land. The colonel, as usual, thoroughly 
impressed his audience. The luncheon was held at the 
Nicolett Hotel in Minneapolis. 





ENGINEERING 167 























THE TRADE EXTENSION BUREAU 
Top row: William G,. Bergner, secretary and B. Jos, O’Donnell. 
—Lower row: H. E. Hulseman and George H, Wilson 


NATIONAL ASSOCIATION OF PLUMBING SECRE- 
TARIES RE-ELECT OFFICERS 
HE National Association of Plumbing Secretaries held 
A ye annual meeting during convention week, and its 
sessions recruited members from coast to coast. Forty 
members were present at the two get-togethers in the Cur- 
tis Hotel. Secretary E. F. Bohm, Cleveland, Ohio, read a 
report of the year’s activities, and a vote of thanks was 











BURT (coop) 


with cheap tools. 


wherever they are utilized. 





93-107 LAFAYETTE ST. 





Reliable equipment is one of the dominating factors toward the suc- 
cess of your business. You cannot afford to recommend to your 
customers inferior products any more than you can afford to work 


Investigate the Burt Indirect Heater, the Burt Generator, Burt 
Circle Saw (34-inch to 2-inch pipe sizes complete for $5.80) “Easy” 
Cutting and Threading Oil (guaranteed best you have ever used, or 
money back) and the Burt 54-inch Brass Tank Tube. These prod- 
ucts have proven themselves and they will uphold your reputation 


WHITE MFG. COMPANY 





PRODUCTS 





:: NEWARK, N. J. 







































Wh 


en You 
Install a 


RAINBOW 


You Know It 


Will “Deliver the 
Goods” 








RAINBOW Household Water Softeners— 
both Automatic and Manual Models—have 
proved their ability to “deliver the goods” 
unfailingly, year in and year out. 

The efficient and carefree service that they 
render leads, inevitably, to lasting good-will 
in every community where they are sold. 
Out of 199 buildings constructed during a year 
in one small city, 143 were equipped with 
RAINBOWS as a result of the success of 
previous installations. 


The plumber who sells and installs RAINBOW 
Water Softeners makes and keeps substantial 
profits. Send for complete information. 


* —— “2 
Fe Pa EI ESE Pen 
WATER SOFTENER 


ZEOLITE ENGINEERING CO., 
4642-44 Ravenswood Ave., Chicago, Ill. 
Gentlemen: 


Please send me complete information and prices of RAINBOW 
Water Softeners, both Automatic and Manual Models. 


NS RRC MS 5 
Street........ 
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given to the officers for their services to the organization. 

The association made John L. E. Firmin, secretary- 
emeritus of the California State Association of Master 
Plumbers, an honorary member, and introduced to the 
National Association of Master Plumbers a resolution that 
Mr. Firmin be honored by the presentation of a suitably 
enscribed scroll in recognition of his life-long service to 
the association cause. The National Association of Mas- 
ter Plumbers concurred in this resolution. 

All officers of the secretaries’ organization were re- 
elected. John H. Keane, Pittsburgh, Pa., was again made 
president; Richard Turner, Wilkes-Barre, Pa., vice presi- 


dent, and E. F. Bohm, Cleveland, Ohio, secretary-treasurer. 





NORTH DAKOTA 


From left to right: 0. Lunseth, Peter Braseth, R. Lunseth, A. 
Petersen, J. L. Hulteng, all of Grand Forks; E. A. Lewin and 
H. Mowbray, both of Minot 


Office and headquarters of the association are 608 Arcade, 
Cleveland. 
Trade Schools 

Four booths in the exhibit hall were given over to dis- 
plays of various schools’ activities in the plumbing and 
heating industry. One of the booths was occupied by 
Carnegie Institute of Technology, Pittsburgh, Pa.; another 
by The David Ranken, Jr., School of Mechanical Trades, 
St. Louis, Mo.; another by Lane Technical High School, 
Chicago, Ill.; and another by the Pittsburgh Plumbing 
School, Pittsburgh, Pa. 





CONVENTION DATES 

July 16, 17 and 18, 1927.—The seventh annual convention of 
the ‘Wisconsin Society of Plumbing Inspectors, at Kenosha, 
Wis. The sessions will be held in the council chambers in 
the city hall. 

August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 

September 28, 1927.—Tentative date of meeting of Advisory 


Committee on Vitreous China Plumbing Fixtures, Department 
of Commerce building, Washington, D. C. 





H. P. CAHILL CALLED BY DEATH 


H. P. Cahill, president and founder of the H. P. Cahill 
Plumbing & Heating Co., Akron, Ohio, died at the People’s 
Hospital in that city on Sunday morning, June 12, after 
four days’ illness. Mr. Cahill was a past president of the 
Ohio Master Plumbers’ Association and of the Akron Mas- 
ter Plumbers’ Association. He had for many years taken 
an active interest in association affairs and was always in 
attendance at National and Ohio State conventions. His 
funeral took place on Tuesday, June 14, and was attended 
by all master plumbers in Akron as well as representatives 
of the National and Ohio State associations, and by many 
manufacturers and jobbers of plumbing and heating goods. 
His wife, a daughter and seven sons mourn his death as 


well as a large circle of friends in the trade throughout 
the country. 
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WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








NEW BRASS ASSOCIATION FORMED 


The National Brass Institute, an association of brass 
manufacturers, was organized at the time of the recent 
meeting of the National Pipe and Supplies Association. 
Since then, organization has gone forward, officers elected 
and an office established. The membership of the institute 
takes in members of the old National Association of Brass 
Manufacturers, the Institute of Plumbers’ Cast Brass Man- 
ufacturers and other manufacturers who have not been 
affiliated with any association. 

The institute elected H. C. Bulkeley of the American 
Sanitary Mfg. Co., Abingdon, Ill., as its president. R. L. 
Ottke of the Standard Sanitary Mfg. Co., Pittsburgh, Pa., 
was elected vice president. The treasurer elected at that 
meeting was E. M. Rogert of the United-Oberndorf Corp., 
Cleveland, Ohio. Charles M. Best, with offices at 229 
Henry W. Oliver building, Pittsburgh, Pa., is the secre- 
tary of the organization. The board of directors will 
consist of the elected officers of the institute as well as 
carl W. Roberts of the Roberts Brass Mfg. Co., Detroit, 
Mich., and E. H. Blywise of the Republic Brass Mfg. Co., 
Cleveland, Ohio, 





BALTIMORE OFFICE IN NEW LOCATION 
The Sloan Valve Co., Chicago, recently moved its Balti- 
more, Md., office from 15 East Fayette street to 12 West 
Madison street, that city, according to Ferd L. Eidman, 
manager of the Baltimore branch. 





APPOINTS EASTERN REPRE- 


SENTATIVE 

The Frost Mfg. Co., Galesburg, Ill., makers of steel 
heating boilers, has established the Ross Boiler Co., with 
offices at 101 Park avenue, New York City. Llewellyn 
Moore, formerly of W. A. Case & Son Mfg. Co., New York 
office, and John W. Meierdiercks, late of Abendroth Bros., 
Port Chester, N. Y., are the head of the new organization 
and have been appointed sole eastern sales representatives 
of the Frost Mfg. Co. 


FROST MFG. OO. 





STANDARD SANITARY MFG. CO. OPENS NEW MIN- 
NEAPOLIS BRANCH 

On Monday, June 20, the Minneapolis branch of the 
Standard Sanitary Mfg. Co., 915 Nicollet avenue, was 
formally opened. Nearly five hundred visitors were in 
and out of the display room during the day, and many 
well-wishers sent flowers for the occasion. The show- 
room is in one of the finest buildings on one of the best 
Streets in Minneapolis, and the interest it has already at- 
tracted on the part of the public has been great. Several 
bathtubs are located in the front of the showroom, tiled 
in as if ready for use. Along the sides are a number of 
lavatories. A battery of water closets under pressure is 
set up in the rear of the room, and several kitchen sinks 
are also shown. Every fixture in the display room is set up 
4s if for actual use. On the second floor, which is reached 
by a broad staircase in the middle of the lower floor, are 
the offices of the personnel of the branch. At the head of 
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the stairs a tiled-in tub with shower and shower door, 
shows what can be done in the way of elaborate bathrooms, 

The new branch is in charge of R. W. Hagenbuch, 
formerly promotion man in the Minneapolis territory. 
The showroom is in charge of John F. Herrick. 





T. E. B. DIRECTORS MEET AND ENGAGE COMMITTEE 
SECRETARY 

The directors of 
the National Trade 
Extension Bureau 
held a special meeting 
at Minneapolis, Minn., 
on June 24. The en- 
larged program of the 
Bureau, for which in- 
creased subscriptions 
have been solicited 
during the past five 
months, was studied. 
In order to advance 
these efforts, it was 
decided to place the 
campaign in charge of 
a budget and program 
committee made up 
of the members of 
the manufacturers’ 
and executive com- 
mittees. The former 
committee includes 
Walter J. Kohler, H. 
W. Seymour, Charles 
K. Foster, J. W. Oliver, A. M. Maddock, Henry E. Long- 
ley and William J. Woolley. The executive committee in- 
cludes Willard Chamberlin, Louis Bruch, V. L. Sheldon, 
George F, Reeke and Mr. Maddock. 

To assist this committee, Russell G. Creviston was em- 
ployed as secretary. He has had considerable experience 
in trade extension and association work and will assume 
the responsibility of carrying on the work of meeting the 
enlarged budget and developing a program for the Bureau. 
William G. Bergner, secretary of the Bureau, continues in 
that position in charge of the Bureau’s present activities. 











Russell G. Creviston 





TELLS SEATTLE SALESMEN OF JAPANESE 
SANITATION 
At the recent meeting of the Seattle Chapter of the 
National Association of Plumbing and Heating Salesmen, 


Frank Carbury of Bowles Co. resigned as treasurer, and 
was succeeded by H. G. Roberts of Walworth Co. J. H. 
Vogel, of the architectural firm of Baker, Vogel & Roush, 
gave an interesting talk before the meeting on plumbing 
in Japan. He outlined the progress of the industry dur- 
ing 15 years of his residence there, where he was super- 
vising the construction of buildings. He stated that the 
United States, Great Britain, Germany and Belgium were 
the leading competitors in the plumbing field in Japan. 
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COCHRAN-SARGENT CO. OPENS NEW BUILDING 

The Cochran-Sargent Co., of St. Paul, Minn., formally 
opened its new warehouse and showroom Monday, June 
20. Automobiles were sent over to Minneapolis for the 
convenience of the invited guests, and a large number of 
manufacturers and wholesalers was on hand for the 
event. Dinner was served, and the group went through 
the plant, which is said to be one of the most modern job- 
bers’ buildings in the country. M. M. Cochran, Howard 
Sargent, Vincent O’Brien, George Rugg and Hoyt Davis 
were on hand at the Cochran-Sargent headquarters to 
greet the visitors. 

AMERICAN RADIATOR COMPANY TO MOVE ITS 

GENERAL SALES OFFICES TO NEW 
YORK CITY 

The general sales offices of the American Radiator 
Company, now located in Buffalo, N. Y., where the main 
plants of the company are situated, are to be moved to 
New York City about July 15, where headquarters will 
be established in the American Radiator building, 41 
West 40th street. 

Coincident with the change in headquarters, R. B. 
Flershem, formerly general sales manager, has resigned 
from the duties of that office, and Joseph Beirn, formerly 
a district general sales manager, has been appointed gen- 
eral sales manager, and will establish his offices in New 
York City. Mr. Flershem, who tendered his resignation 
only because of his desire to continue to live in Buffalo, 
will remain with the company in an advisory capacity 
with the title of consulting vice president. Mr. Beirn will 
take up his new duties about July 15. 





SEATTLE SALESMEN TAKE UNIQUE TRIP 

The recent field trip of the Seattle, Wash., Association 
of Plumbing and Heating Salesmen to the City of Seattle 
Skagit River power development drew a crowd of about 
forty members and guests and their families. The party 
left Seattle Saturday morning by motor, drove the 140 
miles to the end of the highway, where the city railroad 
met the party and they were taken the twenty miles fur- 
ther up the river to the city camp. The night was spent 
in the construction camp bunkhouses and ‘‘chow”’ eaten 
at the camp cookhouse. This feature of the trip proved to 
be a new experience for the majority of the party, and 
was surprisingly enjoyable to the skeptics. Sunday an 
inspection trip of the power house and dam was made 
and the party were returned to their cars in time to reach 
the city at a late hour. 





EXHIBIT OF AMERICAN GOODS IN CZECHOSLOVAKIA 

At the last three Prague fairs there has been an Ameri- 
can pavilion organized by American commercial attache, 
Albert Baldwin, Prague, Czechoslovakia. 

It is felt that these American pavilions have been in- 
strumental in augmenting the number of American manu- 
facturers exhibiting at the fair, and in increasing the sales 
of American products in Czechoslovakia. 

The management of the Prague fair publishes a weekly 
bulletin called ‘“‘Nova Praha,’ and there was recently re- 
printed in English a special American pavilion supplement 
which had been issued in the Czech language up to the 
time of the fourteenth fair, March 20 to 27, 1927. 

The next Prague fair is to be held in that city from 
September 18 to 25, 1927. Those who wish to get the 
bulletin to learn more about this fair should write to 
Albert Baldwin, American commercial attache, Prague, 
Czechoslovakia. 

More than fifty American manufacturers will be repre- 
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sented at the forthcoming pavilion. Made in U. S. A. has 
become associated in Czechoslovakia in many lines with 
articles distinguished for novelty, efficiency and quality. 





PRAY BROS. WIN BLUE SEAL CHEMICAL CO. 
WINDOW DISPLAY AWARD 

A contest which has been running for several months 
was decided at the time of the recent convention of the 
National Association of Master Plumbers in Minneapolis. 
This was the window display contest fostered by the Blue 
Seal Chemical Co., Roselle, N. J. A large number of 
entries was sent in from all over the country, and the 
judges had a difficult time in choosing the best display. 
The judges were William J. Lang, National director of 
Chicago, E. DeForest Winslow of “Domestic Engineering,” 
Leslie N. Heatherton of the Plumbers Trade Journal and 
William J. Marshall of the Merchant Plumber and Fitter. 

After the numerous pictures had been sorted over, and 
the least attractive of them eliminated, the judges finally 
decided that Pray Bros., Fort Dodge, Iowa, had the most 








The window display which won the contest 


attractive window sent in to the contest. Following 
closely was George McVoy of Plainview, N. J., who won 
second prize. Third prize went to William Delhagen of 
Paterson, N. J., while the J. H. Stebbins Plumbifg Co., 
Waterloo, Iowa, won fourth prize. Fifth prize was won 
by William C. Maunz of Buffalo, N. Y. 

The next five awards were won by the Tennessee Plumb- 
ing Co., Memphis, Tenn.; the P. J. Wachter Plumbing & 
Heating Co., Davenport, Iowa; the R. E. Arthur Co., 
South Minneapolis, Minn.; Arthur Lahr, Indianapolis, Ind., 
and William H. Burke, South Bend, Ind. 

The next ten awards were made to John Florence, In- 
dianapolis, Ind.; Gavin Bros., Scranton, Pa.; the Page 
Plumbing Co., River Rouge, Mich.; John H. Bernauer, 
Newark, N. J.; Elmer Holmborg, Fort Dodge, Iowa; Frank 
Nelson, Fort Dodge, Iowa; F. E. Wilt, Zanesville, Ohio; 
E. Herman Moser, Philadelphia, Pa.; W. D. Swaim & 
Co., Chattanooga, Tenn., and C. F. Schwartz, Detroit, 
Mich. 





NEW JERSEY GOLFERS’ BOARD MEET 
The Board of Governors of the Plumbing and Heating 
Trades Golf Association of New Jersey, together with the 
chairman of the membership committee, held a meeting at 
the Downtown Club, in Newark, N. J., Wednesday eve- 
ning, June 22, the following officers and members being 
present: President Fred Engelberger, Vice President Rob- 
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ert D: Elder, Secretary-Treasurer W. H. Oleson, Captain 
E. M. Robinson, Ambrose Walsh, H. Baumgartner and 
E. T. McCormack. 

It was announced that there are now 46 members of 
the association, including 12 contractors, 11 wholesalers 
and 22 manufacturers and salesmen. As each of the three 
divisions is entitled to 25 representatives, only three more 
from the manufacturing branch are to be accepted. It 
was also decided to form the membership into two classes, 
gauged by handicaps, all those with handicaps of 24 or 
under being in Class A and those with larger allowances 
being placed in Class B. Special regulations in regard to 
guests were also adopted. 

Plans are being laid for the holding of the July meet 
of the association at the Yountakah Country Club course, 
at Nutley, N. J., the probable date being July 12. This 
is the home club of J. A. LaDue, low gross and net medal- 
ist at the last meet. 





ESSENTIALS OF LIEN LAW MADE PLAIN AT 
C. S. D. L. MEET 


The regular meeting of the California Sanitation De- 
velopment League scheduled originally for June 9 was 
postponed for one week, due to the absence of a great 
many members attending the California state convention 
at Yosemite Park. In spite of the postponement, how- 
ever, there was an unusually large attendance when the 
meeting was held in the French parlors of the Palace 
hotel, San Francisco, on June 16. 

Among those who made short preliminary talks were 
E. H. Grogan, president of the Stockton Master Plumb- 
ers’ Association, and H. T. Sherriff, past secretary of the 
Oregon Master Plumbers’ State Association. President 
Joseph Ahlbach announced the decision of the board of 
directors in the matter of donating $25 to the Associated 
Boys’ Council. 

The following were unanimously elected to serve on 
the board of directors: Benjamin F. Blair of the Standard 
Sanitary Manufacturing Company, J. E. Mcllreevy of 
Crane Company, and George W. Stoddard, plumbing con- 
tractor of Berkeley. The retiring members were Neil 
O’Hair of P. E. O’Hair & Company, and Joseph Ahlbach 
of Ahlbach & Mayer, Mr. Blair succeeding himself by 
reason of his previous temporary appointment. 

In the capacity of chairman, president Ahlbach in- 
troduced the speaker of the day, Walter R. Drobisch, a 
member of the San Francisco bar, who proceeded to make 
some pertinent remarks on the lien law of the State of 
California as related to its practical application to the 
plumbing and heating industry. 

“When dealing with a weak customer, or one about 
whom you are the least bit skeptical,’’ said Mr. Drobisch, 
“it is wise to have the title to the property searched 
prior to the time building operations are commenced.” 

Touching on the essential elements of a lien, the 
speaker said, in part: “It must contain a statement of 
your demand, or the statement of your account; it should 
also include a short, concise statement of the work per- 
formed and the materials furnished tied in, if possible, 
with the specifications; it must contain the name of the 
owner of the property, or the reputed owner. It is also 
quite important that the lien shall set forth a full de- 
scription of the property—and that does not mean the 
house number—such as the lot and block number, or by 
metes and bounds.” 

Mr. Drobisch emphasized the importance of keeping an 
accurate ledger 
tor is working, 
location of the 

Referring to 


if possible, giving the owner’s name and 
property. 
the matter of filing liens, the speaker 
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Duplex Type VS Sump Pump 











Efficient? More than that— 
dependable! 


HE high efficiency of Economy Pumps is 

important only because it is coupled with 
mechanical dependability. Simplified design, 
sturdy in assembly and sturdy in every part, 
insures the Economy user of satisfactory pump 
service. 


But important as is the advanced design of 
Economy Pumps, true economy is impossible 
without correct application. That is why 
Economy engineers who are constantly in 
touch with unusual pumping problems are 
often able to assist your engineers in securing 
large savings. 


High total efficiency and the resulting economy 
require both high pump efficiency and correct 
application. 


Whatever the peculiar conditions under which 
your pump must operate they are similar to others 
we have met. Let us work with you for a satis- 
factory solution of your problem. 


An improved line of general surface drainage and sewage pumps 
for all capacities. Made with either standard or non-clogging 
cases and impellers. Outstanding features of design are 


. Individual pump mounting and accessibility. 

. Ball thrust Pearing with micrometer adjustment for impeller 
sition. 

-ressure grease lubrication to all bearings. 

. Bronze impellers. 

- Renewable bronze bearings. 

. Motors continuously rated for 40 degrees temperature rise, 


SAew ne 


Ask for Bulletin No. 407 describing this type of pumpindetail. Writeus. 


Economy Pumping Machinery Company 
3431 West 46th Place, Chicago 
Representatives in Principal Cities—Telephone and address under 
Economy Pumping Machinery Co. 
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That 


Feature 


Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


. MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N.Y. (1) 

















HuMPHREY 
Automatic Gas Water Heaters 


A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 


(Dis. Ruud Mfg. Co.) 
Kalamazoo +: Michigan 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kioman Sts. Baltimore, Md. 











Try the 


ESTABROOK | 


Square Boston 
Grease Trap 


OECECEOR 


e 








This grease trap is 
particularly adaptable 
for use in limited space. 
It is very effective for 
the drainage of hotels, 
clubs and restaurants. 


R. ESTABROOK’S SONS 
204 First Street So. Boston, Mass 
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| said: “The general contractor shall have sixty days aiter 
| finishing the job in which to file lien; material men have 
thirty days. In the case of abandonment, and where notice 
is given, all parties have thirty days in which to file, 
but in the event of abandonment and no notice is given, 
a period of one hundred and twenty days is allowed.” 

In closing, Mr. Drobisch again emphasized the im- 
portance of keeping clear and accurate records, “for by 
so doing you will eliminate endless delays, and be ahead 
in the long run.” 





PHILADELPHIA PLUMBSTEAM CLUB'S ANNUAL 
OUTING 


Friday afternoon and evening, June 17, was a time 
| that will be well remembered as a gala event for the 
Plumbsteam Club of Philadelphia. It was the second 
annual outing and was held at the Philadelphia Rifle 
Club in that city. 

More than 125 members and guests congregated at the 
old historic Rifle Club for an afternoon and evening of fun 
and entertainment. Led by Chairman Harry Walther, the 
entertainment committee, consisting of A. G. Anderson, 
Jos. Cleary, Leon T. Fest, Stephen Rogers and W. Harold 
Mitchell, had arranged for all sorts of athletic events, 
from a ball game to the fat men’s race. Immediately 
upon arriving, the ball game was started with sides fairly 
even. The Blues took the field and the Grays had first 
bat. For a few innings the spectators were treated to 
some startling baseball, but the strain was too much for 
| most of the boys and substitutes came in the game fast 
and furious, making it impossible to keep an accurate 
box score. When the dust cleared away, Umpire Cleary 
called the game a tie because most of the available players 
were too exhausted to continue. 

During the ball game, which consumed most of the 
afternoon, the members not participating contented them- 
selves with sitting around, reviving old acquaintances. 
Some of the members took advantage of the bowling 
alleys, while others tried their luck with the rifle on the 
clay rabbits and birds. The space allotted for quoits had 
its followers, and some highly contested games were 
played. Ed Thompson and Geo. Kitson were the champion 
quoit players and were awarded prizes for their efforts. 

Martin Beahm was the best fungo hitter of the after- 
noon with almost a record of 250 ft. 

Ross McDevitt and John Doody were the fastest men 
ih the races, both making the 100 yd. dash in 10 seconds. 
Prizes were awarded to Beahm, McDevitt and Doody. 

Prizes were also awarded J. R. Keats, F. J. Sommers, 
Wm. E. Woosman, Harvey C. Bell, Phil Stroebel, Wm. M. 
Sipple, H. S. Minnich, E. H. Hambleton, Tom Fleming, 
R. C. D’Ancona, Wm. Munch, C. A. Wagner, J. A. Dwyer, 
D. MacDonna, J. B. Ryan, C. Seay, J. G. Nitterour, B. 
Pennypacker and W. J. Lodge. 

Probably the biggest feature of the day was the call 
to dinner which every one enjoyed. President W. H. 
Mitchell presided at the short session after dinner and 
| introduced the guests. Norman W. Farlow, first vice 

president of the National Association of Plumbing and 

Heating Salesmen and of the San Francisco Chapter, spoke 

briefly, as did Wm. Webber, National President of New 

York City. Wm. Munch, of the New York Chapter, also 
| spoke. 

W. Wint Morgan presented Chairman Walther with a 
| bronze statue on behalf of the association in appreciation 
of his hard work and efforts to entertain the members. 

After President Mitchell introduced the newly elected of- 
| ficers of the Plumbsteam Club for the ensuing year, 
} the real entertainment of the evening started and was 


' thoroughly enjoyed. 
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Groups show (above) Kohler Co. band, (below) guests at plant. At left, Walter J. Kohler, Jr.; at right, Herbert V. Kohler 


Kohler Co. Entertains Minneapolis Convention Leaders 


of the National Association of Master Plumbers, 

officers of state associations, and delegates and visi- 
tors to the Minneapolis convention, visited the company’s 
plant at Kohler, Wis., on Saturday, June 25. Assisting 
Walter J. Kohler, president of the company, as hosts 
were his brother, Herbert V. Kohler, treasurer, and his 
sons, John and Walter, Jr., as well as various officials of 
the company. 


\ S GUESTS of the Kohler Co., about 75 of the officers 













No. 846 Combination Duplex Water Feeder 


The Duplex Water Feeder 


The McAlear No. 846 Combination Duplex Water 
Feeder with Low Water Electric Cut-out Switch, 
shown here, is especially designed for use in 
connection with low pressure oil burning installa- 
tions. In addition to performing its duty as a 
boiler feeder, it breaks the electric circuit operat- 
ing the oil burner pump, should the water level 
in the boiler reach the danger point. 


If you do not have acatalogue 
of McAlear complete line of 
specialties, send for one today 


cncxco FERS ALERA MFG -EE}-usinois 

















The party, included among others the newly elected 
president of the National Association of Master Plumbers, 
Thomas F. Nolan of Albany; N. Y.; Past Presidents Wil- 
son, Longley, Vogelpohl, McNamara and Boyd; Walter 
Klie of Cleveland, vice president of the Heating and 
Piping Contractors National Association; A. B. Pierce of 
the N. O. Nelson Mfg. Co.; H. W. Seymour and W. K. 
Glen of the Crane Co.; P. R. Berryman of the Trenton Pot- 
teries Co.; Louis Bruch of the American Radiator Co.; 





THE NAME OF KOVEN 


It stands supreme, the name of Koven. 
The wisest buyers expect to see that 
mame on the products they install. It 
is up to you to supply them with the best. 
You need never regret a Koven installa- 
tion. It will wear well, last interminably 
and altogether remain as an everlasting 
credit to you. 

The sink as illustrated above is made of 
No. 12 galvanized steel in various sizes 
at prices affected by the nature of the 
installation. 


L. O. ~KOVEN & BROTHER, Inc. 


154 Ogden Ave., Jersey City, N 
New York City Warehouse: 50 cua ‘se. 
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| (POST VISE 


(CHAIN TYPE} 


Put up in a few seconds 
Yc on any kind of 
pe Host. No wedges, 

wrenches or other tools 

required. Has pipe 
bender of 114” capacity. 
Ask Your Jobber 


The Ridge Tool Co. 


Dept. D« + + + Elyria, Ohio 
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va 22 » PIPE WRENCHES 
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“tT ABER 


orien Automatic Midget 


SUMP PUMP 


The supporting column of the 
Taber is made of cast-iron. 
The reason for this is that 
cast-iron resists aciduous or 
alkali waters much better than 
steel pipe. Every detail of 
Taber construction is sound. 


BE SURE! INSTALL A TABER 
Write for Bulletin MJ 427 NOW! 
N.Y. Office, Tel. Lexington 8945 



















TABER PUMP CO., BUFFALO, N.Y. 


Fitzgibbons 


corse. -DOilers 
STEEL i] 
for steam, vapor and liot-water heat- 
ing, are being installed by hundreds of 
contractors because of low cost of in- 
stalling (built in one piece), freedom 
from breakage, fuel saving and assured 
owner-satisfaction. 
Ratings, 400 to 36,000 Square Feet 
WRITE FOR NEW BOOKLET 
Fitzgibbons Boiler Co., Inc. 
570 Seventh Ave., New York City 
Representatives in principal cities. 

















FLOOR 


And 


OF ite 
PLATES 


100k for this Box and Label 


Order thru Your 
Wholesaler 
4 — 4 ial 3 
be. | BEATON &CORBIN 
te iy MFG., CO. 
Southington, Conn. 
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|} William J. Woolley of the Wolff Mfg. Corp., and other 


| representative contractors and manufacturers with their 


| families. 








| in Cambridge Springs. 


The trip was made in a special train which also carried 
home the Kohler band which had been for a week con- 
tributing to the entertainment of the national convention. 
At Kohler, the guests were taken on a complete tour of 
inspection of the plant, including the gray iron and brass 
foundries, machine shops, power plant, pottery, hospital, 
warehouses, offices, etc. Later they were taken through 
the model village and through a demonstration home 
which had been built and furnished under the direction 
of Mr. Kohler’s sisters as an evidence of how a mod- 
erately priced home can be made most attractive. 

Afterward, Mr. Kohler and Mrs. Kohler entertained the 








At Kohler Co. plant.—A. B. Pierce, Past President A. J. Wil- 

son, Walter J. Kohler, Past President Charles J. Boyd, Presi- 

dent Thomas F.. Nolan, Past Presidents L. McNamara, John J. 
Vogelpohl and Henry E. Longley 


guests at luncheon at their home, where short talks were 
made by the leading national officers and manufacturers. 
The benefits of closer acquaintanceship between the manu- 
facturing, wholesaling and retailing groups were stressed 
by the speakers. 

The special train was again put at the service of the 
visitors and carried the bulk of them to Chicago, although 
a number were carried back to Minneapolis. 





CENTRAL TRADES, WESTERN NEW YORK AND 
NORTHERN OHIO TRADE GOLF ASSOCIATIONS 
PLAN JOINT TOURNAMENT AT CAM- 

BRIDGE SPRINGS 

On July 25 the Central Trades Golf Association, the 
Western New York Trade Golf Association and the North- 
ern Ohio Trade Golf Association will hold their annual 
joint meeting at Cambridge Springs, Pa. A big time is 
planned, and each association is expected to send a large 
representation. Headquarters will be at the Bartlett Hotel 
July 25 falls on a Monday and it 
is the plan of the sponsors of the contest to get as many 
members of the three associations as possible to be at the 
scene of action on Saturday or Sunday. 





Cleveland, Ohio.—The Plumbing & Heating Co. has 


| been incorporated with a capital of $10,000. The in- 
| corporators are: Edward Tucker, S. J. Friedman, C. W. 


| metal work, the Al. M. 


Swartzel, Aaron A. Weiser and M. R. Torok. 

Emeryville, Calif.—Specializing in plumbing and sheet 
Fearey Co., of this city, has just 
been incorporated. A. Ferriera will be in charge of the 
plumbing department. 
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New Trade {tterature 


M. J. Tierney Company's Booklet 

M. J. Tierney Company, of Rochester, N. Y., is dis- 
tributing a booklet descriptive of its garbage incinerator. 
A front and side illustration, and also cross-section views 
and diagrams showing installation and operation, are in- 
cluded in the booklet. 

An Automatic Water Supply System 

A catalog, consisting of sixteen pages, 11 by 14 inches 
in size, has just been issued by the Luitwieler Pumping 
Engine Co., of Rochester, N. Y. Many illustrations show 
apartment houses, country estates, golf clubs, etc., where 
this company’s pumping system is used. Various types of 
pumps are illustrated and described. 

Speakman Company’s Samples of Plate for Fixtures 

Speakman Company, of Wilmington, Del., is distribut- 
ing samples of its new Chromium plate for showers, bath, 
lavatory and sink fixtures. The samples are in the form 
of metal discs about 1% inches in diameter, enclosed in 
small, square envelopes of heavy paper. 

“The Home Comfortable” 

“The Home Comfortable” is the title of a twenty-four 
page booklet just issued by the International Heater 
Company, of Utica, N. Y. The company’s boilers are de- 
scribed and illustrated with front, side and cut-away 
views. Four pages are devoted to illustrations of : part- 
ment buildings, residences, golf clubs, banks, etc., in 
which these boilers have been installed. 

American Temperature Indicating Company’s Booklet 

A sixteen-page booklet has been issued by The American 
Temperature Indicating Company, of Toledo, Ohio. The 
booklet describes its system of temperature indication, 
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for determining dry and wet bulb readings, relative hu- 
midity and comfort zones for any combination of dry 
and wet bulb temperatures. A section is devoted to a 
discussion of the importance of humidity, and another 
to specifications for architects and engineers. 


“How Far Can You Read It?” 

A folder with the above caption is being distributed by 
the Foxboro Co., Inc., of Foxboro, Mass. Long-distance 
dial type thermometers which, it is said, may be easily 
read twenty feet away, and may be located at any con- 
venient point, up to 500 feet from the sensitive bulb, are 
described and illustrated. 

“Mercury Switches and Control Instruments” 

Absolute Con-Tac-Tor Corporation, of Elkhart, Ind., has 
just published a booklet entitled “Mercury Switches and 
Control Instruments.’’ The booklet consists of the con- 
cern’s Bulletin 100 and Bulletin 110. Many styles of 
mercury switches are described and illustrated. Room 
temperature controls, heating plant safeguards and fuel 
controls are also described. The pamphlet contains nu- 
merous diagrams and illustrations. 

Radiator Specialty Co.’s Folder 

Radiator Specialty Co., of Charlotte, N. C., is dis- 
tributing a circular containing several testimonial letters 
from users of its boiler repair compound. The letters 
describe experiences in using the compound in repairing 
various kinds of boilers. 

Autovent Fan & Blower Co.’s Catalog 

Catalog No. 110 descriptive of the motor-driven and 
pulley-driven blowers made by Autovent Fan & Blower 
Co., of Chicago, has just been published by that com- 
pany. The catalog contains a discussion on “How to 
Figure Ventilation,’ and deals with calculating air re- 
quirements, blower and fan sizes and the sizing of ducts 
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Raising RED | 
RING to hook a 

on wall plate up- 
stairs lights 
heater in base- 
ment. Dropping 
RED RING 
shuts off gas. 


JUST “Ask ’Em to Buy’ 
A JOHNSON RED RING 
GAS LIGHTER- 
- se, AND THEY WILL! 


There’s no weighty “sales problems’ to deal 
with when you handle Johnson Red Ring 
Gas Lighters. 








They sell to every owner of a gas heater. 
Their great convenience, the time and fuel 
they save for your customers and the fine, 
sure profit to yourself will make you both 
like them. 


Just ‘“‘Ask ’Em to Buy” a Johnson and they 
will. 


JOHNSON MFG. CO. = 3 


Order a supply 
of Johnson Gas 
Lighters from 
your jobber. 


Detroit, Mich. 
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and grills. Blower listings and performance tables are 

also included. A section of the catalog is devoted to 

propeller type fans, both motor- and pulley-driven. 
Welding and Cutting Equipment 

Smith Welding Equipment Corporation, of Minneapolis, 
Minn., has issued a pamphlet describing and illustrating 
the welding and cutting equipment manufactured by this 
concern. Lead burning torches, welding torches, ‘ pre- 
heating torches, solder flux and aluminum solder are 
among the articles listed. 

“The Story of the 1927 Educational Program” 

Oil Heating Institute, a division of the American Oil 
Burner Association, of New York City, has just issued a 
pamphlet with the title, “The Story of the 1927 Educa- 
tional Program.” The pamphlet outlines the educational 
work being carried on by the Oil Heating Institute. The 
publicity program, including releases to newspapers, busi- 
ness papers, magazines, etc., is described. There are also 
sections devoted to “‘Developing More Oil Heating Equip- 
ment Outlets,” “Getting Coal Dealers to Sell Oil Fuel,” 
“Co-ordination with the Dealer’ and “Oil Marketers and 
Oil Heating.” 

“Shops and Office Temperatures’ 

Powers Regulator Company, of Chicago, has just issued 
a pamphlet consisting of fifty-one pages, 8% by 11 inches, 
with the title “Shop and Office Temperatures.’’ The 
booklet contains discussions on the importance of the 
maintenance of correct temperature conditions. “Effect 
of temperature on output of workers,” and ‘‘Fuel savings 
of 15 to 56 per cent are obtained with automatic con- 
trol” are titles of two of the sections of the booklet. 
There are also numerous diagrams showing how the 
company’s temperature control may be installed in of- 
fices, stores and manufacturing plants. 


, 
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July 6, 1907 
The Pittsburg Water Heater Co., of Pittsburgh, Pa., 
has purchased the entire plant and business of the Monarch 
Water Heater Company and will continue the manufacture 
of the various styles of water heaters made by the latter 
concern, 
1907 
The Thatcher Furnace Company, of New York and 
Chicago, has leased additional warehouse space in the lat- 
ter city, in order to care for its business there. 
1907 
The master plumbers of Akron, Ohio, enjoyed their an- 
nual outing on June 20 at Long Lake. A fish dinner was 
served at Crook’s hotel and the afternoon was passed in 
athletic sports. 











1907 
The Burnham Plumbing Company, of San Francisco, has 


been incorporated with a capital of $25,000. W. E. Burn- 
ham, L. Kennedy, E. F. Kennedy, H. I. Burnham and R. L. 
Burnham are the incorporators. 
1907 
The master plumbers of Buffalo, N. Y., enjoyed their 
annual outing on June 22 arid the event proved a most 
successful one. An exciting ball game took place between 
the masters and a team chosen from the supply men. 


























CONSIDER WHAT THIS MEANS 


The Difference Between 


TURNING BACK and NOT TURNING BACK 


That is after the real work of cutting is done —in threading pipe with a die stock. 





Threading 6” Pipe WRITE! 


The HART MANUFACTURING CO., 2316 E. 20th Street, Cleveland, Ohio 





In one case you have to take time to reverse 
just as far as you ran on. Maybe you have 
noticed what this means, particularly when 
working on pipe over 2” with a geared tool. 


In the case where— you don’t turn back 
with an ‘‘easy-cutting”’ 


* 





DIE STOCK 


the dies open automatically when cut is fin- 
ished, and the tool is taken right off. You 
see this prevents jamming too, when power 
drive is used. 






































WITH MASTER PLUMBERS AND 


HEATING CONTRACTORS 








SALT LAKE CITY ENGINEERS HOLD REGULAR 


MEETING 


The Salt Lake City, Utah, Association of Sanitary and 
Heating Engineers held its regular meeting in the asso- 
ciation rooms in the Hooper building June 16. Will Rees, 
chairman of the board of governors, presided in the 
absence of President Edmond G. Harris and Vice Presi- 
dent Parley G. James. 

The sympathy of the members of the association was ex- 


tended to President Harris who was prevented from attend- 
ing the National convention at Minneapclis on account of 
the serious illness of his five-year-old daughter. It was 
suggested that President Harris be sent to the 1928 con- 
vention as a delegate in addition to the member who 
happens to be president at that time. 

The question of the value of a “shop on wheels” will be 
taken up at a round-table discussion at the next meeting. 
Several Salt Lake City master plumbers are now using 
well-equipped trucks and it is believed that discussion 
on the advantages and disadvantages of this phase of the 
business will be of general benefit. 





ELECTED DELEGATE BY SAN FRANCISCO ASSN. 


At a recent meeting of the board of directors of the 
Master Plumbers’ Association qf San Francisco, Calif., 
John Young of the Gilley-Schmidt Co. was chosen as 
delegate to the Central Council of the San Francisco 
Builders’ Exchange for the year 1927-1928. Mr. Young 
also represented his association in the capacity of delegate 
to the American Plan Open Shop convention held June 
16, 17 and 18. 





PROGRAM FOR THE SEVENTH ANNUAL CONVENTION 
OF WISCONSIN PLUMBING INSPECTORS 

Frank R. King, of Madison, Wis., chairman of the pro- 
gram committee for the seventh annual convention of the 
Wisconsin Society of Plumbing Inspectors, has just issued 
the official program for this convention, which is to be 
held at Kenosha, Wis., July 16 and 17, 1927. The meet- 
ings will be held at the council chamber in the city hall, 
and the program follows herewith: 

First Session, Saturday, July 16, 1927, 9 a. m. 
Address of Welcome—City Manager C. M. Osborn. 
Roll call of officers and members. 

Reading of minutes of previous meeting. 
Report of Secretary Treasurer. Correspondence 
announcements—Eugene Morse. 
President’s report—Wm. Streich. 
Introduction of Resolutions and Announcements. 
Visit to Frost Mfg. Co. and American Brass Co. 
Dinner at Dayton Hotel 
Saturday Afternoon Session 
30. Private Water Supplies and Systems 
1). Private Sewage Disposal Systems—R. E. 
Discussion. 
:50. Some Factors in the Design and Installation of Plumb- 
ing in High Buildings—Frank R. King. 
General Subjects. 
Recess—Announcements 

SATURDAY EVENING: Committee Meetings. Note all 
committee meetings must be held so that reports will be 
ready by 10:30 a. m,, July 17. 


9:00, 


9:20, 


and 





10:00, 
10:20, 
10:30, 


John H. Owens. 
Hasselkus. 


to th tr 


3:30, 
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Session, July 17, 1927, 8:30 a. m. 

Announcements, Instructions to Committees. 

Question Box, open for any question germane to the 

aims and activities of the society. 

One-hour round table talk—any subject. 

expected to take part, 

Reports of Committees on Program, Auditing, Resolu- 
tions, Entertainment, Research, Press and Education, 
Membership, Laws and Regulations, Convention City. 

Unfinished Business. New Business. Election of Offi- 
cers. Adjournment. 


Women’s eA; uxiliartes 


Plumbers’ 


8:30. 
8:45. 


Every one is 


Master Council Auxiliary of Cleveland Elects 
Officers 

At the recent election of officers of the Master Plumbers’ 
Council Auxiliary of Cleveland, Ohio, the following officers 
were chosen for the coming year: President: Mrs, I. 
Oscar; vice president, Mrs. R. Glickman; secretary, Mrs. 
A. Greenwald; treasurer, Mrs. B. Osher, and publicity 
manager, Mrs. H. I. Weinzimmer. 

Dayton Auxiliary Gives Dinner and Card Party 

The Dayton, Ohio, Ladies’ Auxiliary recently gave a 

dinner and card party at the Shrine Club. There was a 


‘large attendance and all present expressed appreciation for 


the excellent arrangements of the committee in charge. 
Card games began promptly after dinner and continued 
until eleven o’clock, when suitable prizes were awarded. 

Mansfield, Ohio, Auxiliary Gives Surprise to Master 

Plumbers 

At the close of a recent meeting of the Master Plumbers’ 
Association of Mansfield, Ohio, members were surprised 
and pleased to see the members of the Ladies’ Auxiliary, 
followed by eight musicians, walk into the meeting room. 
The ladies carried boxes of spécially prepared good things 
to eat and began to auction them to the highest bidder. 
After supper, dancing was enjoyed. 


Committees Appointed for Youngstown Auxiliary 

The following ladies have been appointed as chairmen 
of committees, by Mrs. W. S. Hogg, president of the 
Youngstown, Ohio, Ladies’ Auxiliary: Social committee, 
Mrs. Chris Miller; Program committeee, Mrs. Jacob Bren- 
ner; public affairs committee, Mrs. S. L. Shelton; sani- 
tation committee, Mrs. C, F. Kist; visiting committee 
(north side) Mrs. M. F. Rielly, (south side) Mrs. C. L. 
Vinapol; press committee, Mrs. C. W. Wilson. 

A joint picnic with the master plumbers is planned for 
July 23, at the Pioneer Pavilion in Mill Creek Park. 

Salt Lake City Auxiliary Plans Outing 

Mrs. A. E. Hurd was the hostess at the June meeting 
of the Ladies Auxiliary to the Salt Lake City, Utah, Sani- 
tary and Heating Engineers Association. The business 
session included the discussion of the best ways to use 
the money in the treasury. 

Mrs. Ralph D. Evans, president of the Auxiliary, had 
just returned from a trip to California and the Pacific 
Northwest. Mrs. Albert J. Wilson, wife of Retiring- 
president Albert J. Wilson of the National Association 


Ce Ge cel mmane 
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and Mrs. Alexander Coleman, wife of the retiring National 
secretary, entertained Mrs. Evans while in San Francisco. 
Mr. and Mrs. Evans attended the Oregon State Associa- 
tion convention at Salem, Oregon, and were delightfully 
entertained by Mrs. Bernardi, president of the Ladies 
Auxiliary and Mrs. Pollitt, past-president. 

The July meeting of the Auxiliary will be held at Sal- 
tair, July 6th. The ladies are planning to go out in the 
afternoon, enjoy the swimming and amusements and have 
the masters join them at a banquet in the evening. 

Auxiliary Formed in New London, Conn. 

A women’s auxiliary has been formed recently at New 
London, Conn. Organization was effected at a meeting 
held at the home of Mrs. Harry J. Kennedy. Mrs. John 
Rockholtz was elected president; Mrs. Harry J. Kennedy, 
vice president; Mrs. Charles A. Smith, secretary; Mrs. 
Joseph Williams, treasurer. 

La Crosse Auxiliary Formed 

Mr. and Mrs. Victor L. Peavy were entertained by the 
La Crosse, Wis., master plumbers and their wives at a 
6:30 dinner party held at the Hotel La Crosse recently. 
Mrs. N. J. Hengel gave several vocal selections with Mrs. 
Michael Hoffman at the piano. 

Mr. Peavy, state organizer and field man for the Wis- 
consin Master Plumbers’ Association gave an interesting 
talk on Ladies’ Auxiliaries, and helped to form an auxili- 
ary to the La Crosse association. Mrs. Michael Hoffman 
was appointed temporary president and Mrs. George Knud- 
sen was appointed temporary secretary. 


— 





Top row: Miss Adelaide Prox and Mrs. Robert Prox, both of 
Terre Haute, Ind.; Mrs. H. C. Roeder of Chicago; Mrs. A. 
Kroeger and Mrs. L. Wevang, both of Chicago.—Middle row: 
Mrs. G. H. Piper, Miss H. Piper, Mrs. E. N. Hansen, Mrs. A. 
Monsen and Grover Piper, Jr., all of Chicago.—Bottom row: 
Mrs. Ida Burkhard and Mrs. J. M. Kellner, both of Louisville, 
Ky.; Mrs. J. A. Ljunggren, Mrs. A. Peterson and Mrs. A. M. 
Dwyer, all of Chicago; Mrs. 0. C. Krause of Louisville—From 
photos taken at the recent convention of the Heating and 
Piping Contractors National Association, held at West Baden, 
Ind. 
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Building News 


No one city stands out in respect to large projects re- 
ported for the past week, and building is maintaining a 
steady level over the country as a whole. A number of 
good-sized proposed projects are reported which lend an 
optimistic tone to the near future, as many of these are 
to be started within a short time. Below are some of 
the outstanding proposed constructions, and reports of 
awarded contracts received from our correspondents dur- 
ing the past week: 

Seattle, Wash.—The Seattle Theater & Paramount 
Building Corp. has awarded the plumbing and heating 
contracts on its new $2,000,000 apartment and theater 
building to the Hellenthal Plumbing & Heating Co. 

San Francisco, Calif.—It is reported that Dr. F. E. Mor- 
gan and associates of Los Angeles are contemplating the 
erection of a twenty-story physicians’ and surgeons’ build- 
ing, including a theater capable of seating 2,500 persons 
and a garage with a 400-car capacity, to be located here, 
on Sutter street, between Powell and Stockton. The build- 
ing will cost $3,500,000. Walker & Hisner, Great Republic 
Life building, Los Angeles, are the architects. 

Saratoga, Calif.—Plans are being prepared for the four- 
story, concrete and steel hotel, to be located on a 1,300 
acre tract, one mile west of Prospect road. The structure 
will contain 300 rooms with baths and will cost $1,000,000. 

Minneapolis, Minn.—Nelson Bros., 4107 Emerson ave- 
nue North, have been awarded the plumbing’ and heating 
contracts on the four-story club house being built at Oak 
Grove and Fifteenth street by the Women’s Club of Minne- 
apolis, at a cost of $250,000. Magney & Tusler, Inc., 116 
South Ninth street, are the architects. 

Boston, Mass.—Loan orders, totalling approximately 
$1,500,000, which would provide for a central fire station 
in Bowden square, in the West End, new buildings at the 
City Hospital to complete the $3,000,000 program au- 
thorized in 1924, and a new power and heating plant at 
the Deer Island House of Correction, have been presented 
to the city council by Mayor Malcolm E. Nichols. In ad- 
dition, the mayor has asked the council to re-enact its vote 
of October 20, 1919, relative to acceptance by the city of 
$100,000 under the will of A. Shuman, providing for the 
erection of a convalescent home for men. 

Dedham, Mass.—Constellation Lodge of Masons has 
awarded the contract for its new building, to be erected 
on Washington streeet, to the Central Engineering & Con- 
struction Co., of Pawtucket, R. I. Plans were prepared by 
Architect James G. Hutchinson of East Dedham, Mass. The 
building will cost in the neighborhood of $100,000. 


Dallas, Tex.—The Dallas Plumbing Co., 2425 McKinney 
street, has the plumbing and heating contracts on the 
$85,000 parish house as the first unit of the $300,000 
building program of the Protestant Episcopal Church of 
the Incarnation, at McKinney and Terrell streets. 

Sacramento, Calif.—A sixteen-story and basement office 
building to contain 285 offices, to be known as the Finan- 
cial Center building and estimated to cost $2,000,000, will 
be erected at Seventeenth and J streets. Options on the 
site have already been closed, and it is said construction 
will start soon after August 1. Geo. C. Sellon & Co. are 


_the architects. 


Phoenix, Ariz.—Dwight B. Heard, president of the Se- 
curity Investment Co., is having preliminary plans prepared 
for a store and office building to be erected at the corner 
of Central avenue and Van Buren streeet, at a cost in 
excess of $400,000. 
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— Clubs and Lodges 


Wichita Falls, Tex.—The Moncrief Heating Co. has 
been awarded the plumbing and heating contracts on the 
$75,000 addition to the Temple lodge No. 635 A. F. & 
A. M. temple. 

Bartow, Fla.—J. E. H. Dorsett, 111 South Florida 
street, Lakeland, has the plumbing contract on the $60,- 
000 Masonic temple in this city. 

Shelley, Idaho—Plans and specifications are now being 
prepared for a new recreation center. The building will 
cost approximately $100,000 and will have an auditorium 
seating 2,000 persons and an amusement hall large enough 
for 1,000 couples. Young & Hansen, Salt Lake City, Utah, 
are the architects. 

Salt Lake City, Utah—Ralph D. Evans has been awarded 
the plumbing and heating contract on the Neighborhood 
House with a bid of $9,000. 

Pendleton, Ore.—Architect Carl Linde, Western Bond 
and Mortgage building, Portland, is preparing plans for a 
Memorial Community building, the gift of C. A. Vert of 
Pendleton, who will also establish a museum. The build- 
ing will cost $65,000 and will include recreational facil- 
ities, club rooms and an auditorium. 

San Diego, Calif.—Cuyamaca club plans to build a new 
four-story club building at a cost of approximately 
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$500,000. 

Los Angeles, Calif.—La Mirada del Arce club will build 
a six-story, Class “A” building at the corner of Whitley 
and Franklin avenues, at a cost of $250,000. Meyer & 
Holler, Wright & Callender building, are preparing the 
plans. 

Grand Forks, N. Dak.—The Dakota Plumbing & Heating 
Co., with a bid of $5,496, has been awarded the plumbing 
and heating contracts on the three-story sorority house 
being built there by the Upsilon Building Association for 
the Delta Zeta sorority. Theodore B. Wells, of this city, 


is the architect. 
Churches 


Brookline, Mass.—The Sawyer Construction Co. of 
Boston has been awarded the contract for a series of 
alterations which are to be made to St. Paul’s church under 
plans prepared by Richardson, Barott & Richardson of 
Boston. 

Fall River, Mass.—Greany & Sherry have secured the 
contract to build a rectory for St. Mary’s Cathedral, at Rod- 
man and Second streets. The three-story building will be 
of granite and limestone, second-class construction, 96 by 
39 ft., according to the plans by Architects Maginnis & 
Walsh of Boston. 

Arlington, Mass.—Parishoners of St. James Roman 
Catholic parish at Arlington Heights are planning to begin 
soon the erection of the superstructure to their church 
on Appleton street, the basement of which was completed 
some time ago. The general plan of the new church is an 
adaption of the thirteenth century Gothic, the walls to be 
of granite with white stone trimmings, and the roof sur- 
mounted by a spire. 

Roxbury, Mass.—Louis Poorvu has secured the con- 
tract for the chapel which is to be erected in West Rox- 
bury for the Pride of Jacob congregation. Architects 
Krokyn, Browne & Rosenstein of Boston drew the plans. 

Woburn, Mass.—Work has been started by Contractor 
Urel Lachance of Methuen on the church to be erected 
at North Woburn for St. Anthony’s Roman Catholic parish, 











Gerstein & 
Cooper Copper 


Boilers 


are made right 
priced right 
and operate 
right 


Gerstein & Cooper Copper 
Boilers are built in a mod- 
ern factory by workmen 
who have had years of 
training in our shops and 
who are masters of the 
Gerstein & Cooper method 
of boiler construction. 


Because of our years of 
experience in the boiler field 
and our many connections 
for the purchase of highest 
grade materials at lowest 
prices, we are able to place 
a price on our boiler that is 
surprisingly low when its 
performance and_service- 
ability are considered. 


Anywhere you place a Ger- 
stein & Cooper Boiler, it 
will operate faithfully for 
years — constantly giving 
economical service that will 
build solidly to your repu- 
tation and increase your 
profits in other lines. 


Write for complete specifications 
and prices. 


Gerstein & Cooper 


1 W. 3d Street 
South Boston Mass. 
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DAMPER REGULATOR 





FOR ALL WATER BOILERS AND TANK HEATERS 


) { Install a Deegan on Your iff 
Next Hot Water Job 


It means greater profits for you—and 
increased prestige. 

Now you can make the operation of every 
hot water installation automatic. A 
simple, dependable All Metal Regulator 
that you can safely recommend to your 
customers—one that will stand the gaff 
|| and safeguard your reputation. 
DEEGAN is not new, not untried. For 
15 years thousands have been used by 
the leading Boiler Manufacturers. It’s 
the regulator you want—at a price you'll 


like. 


Order through your Jobber or Boiler Manufacturer. 
Write direct for literature and prices—today. 























































































| man and Forest avenues, at a cost of $200,000. 


| tapestry terra cotta, with 34 suites. 









THE E. J. DEEGAN MFG. CO. 
291 E. 134th St. New York City 
Over 350,000 Deegan Regulators are in Use 
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under plans of Architect Alexander Scholtes and A. @, 
Manning of Boston. The building will be of brick veneer 
construction. 

San Antonio, Tex.—The plumbing contract on the Do- 
minican Fathers’ rectory in San Antonio, has been awarded 
to Chalkley Brothers, 122 Navarro street. 

Alexandria, La.—The contract has been awarded to the 
Stephenson’s Inc., 1506 Texas avenue, for the plumbing of 
the $117,932 First Methodist church Sunday school build- 


| ing. 


Munnsville, N. ¥Y.—The Catholic society of Munnsville, 
Rev. John J. Butler, pastor, is planning the construction 
of a new church this summer. 

Endicott, N. Y.—St. Joseph’s church, Rev. J. J. Pochilly 
pastor, has completed plans for the construction of a 
$150,000 building of the Gothic style. Bids will be called 
for soon. 


Apartments and Hotels 


San Francisco, Calif—Upon completion of wrecking 
work connected with structure now occupying the site, 
bids will be taken on the $1,500,000, six-story and base- 
ment, steel and brick apartment house, to be erected at 
Clay street and Van Ness avenue. A. H. Larsen, 447 
Sutter street, is the architect. 


Los Angeles, Calif.—Plans have been completed by 
Architect O. C. Williams, 315 North Western avenue, cov- 


| ering the $186,000, 111-room, apartment building to be 
| situated at 1759 Orchid street. 


Oakland, Calif.—Plans for the $250,000, eight-story, 
Class B apartment building to contain 71 apartments and 


| two stores are being completed by Architect Arthur Young, 
| 339 Fifteenth street. 


The building is to be situated at 
Fourteenth and Grove streets. 

Oakland, Calif.—The Scott Co., 113 Tenth street, se- 
cured the heating contract on the $186,000, three-story, 
concrete addition to the apartment building on Shattuck 
avenue, between Durant and Bancroft streets. 

Palo Alto, Calif.—William Staller, of San Francisco, 
will erect a five-story concrete apartment building at Gil- 
J. C. 
Hladik, Monadnock building, San Francisco, is the archi- 
tect. 

‘Salem, Ore.—-Sturgis & Sturgis, Portland, have the 
plumbing contract on the Terminal Hotel on a bid of 
$14,687. Yundt & McKenna, of Corvallis, have the heat- 
ing contract at $6,670. 

Pullman, Wash.—J. E. Hammond has been awarded the 
plumbing and heating contracts on the Pullman Com- 
munity Hotel. 

Portland, Ore.—A. G. Rushlight & Co. are installing 
plumbing in a 25-suite apartment at 280 East Twenty- 
first street. 

Portland, Ore.—The Alberta Plumbing Co. is working 
on a plumbing installation in a new structure containing 
14 family apartments. 

Buffalo, N. Y.—The Apartment Sales Corp. has ac- 
guired a site, 115x192 ft., at 83 Bryant street, and will 
erect a co-operative apartment house. The structure will 
be eight stories, with two roof gardens, built of brick and 
J. W. Frid is the 
manager of the corporation. 

St. Charles, Mo.—The St. Charles Hotel Co., Inc., is 
taking bids on construction of a $150,000 hotel build- 
ing. 


New Orleans, La.—Walter Cook Keenan, architect, 
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Liverpool, London & Globe building, are preparing plans 
for two apartment houses, each to contain 18 apart- 
ments. 

Kearney, Neb.—L. A. Denison, Midway Hotel, is asking 
for bids on a $160,000 hotel building. 

Los Angeles, Calif—Ground will be broken within the 
next thirty days for an elaborate $400,000 apartment- 
hotel which will be erected on South Mariposa avenue, 
between Seventh and Highth streets. The proposed struc- 
ture will contain 180 rooms and will be five stories. 

Los Angeles, Calif.—Construction work has started on a 
$200,000, five-story brick apartment building at 5426 
Virginia avenue, Hollywood. Plans were prepared by 
Architects Postle & Postle, Van Nuys building, Los An- 
geles. 

Los Angeles, Calif.—Construction work on a 250-room 
apartment house, to cost $525,000, has been started at 
5163 Fountain avenue. The rooms will be divided into 
150 apartments and will be equipped with all modern 
improvements and appliances. 

Bay City, Tex.—Fred Geyer, 729 East Houston street, 
San Antonio, Tex., has the plumbing contract, and A. H. 
Shafer, 418 North St. Mary’s street, San Antonio, has the 





Top row: R, H. Page of the Wolverine Brass Works; R. 
Verdery of the National Tube Co.; W. Koch of the Wolverine 
Brass Works; J. Horn of the American Plumbing Supply Co., 
Tampa; E. W. Coates of the Coates Plumbing Supply Co.; E. 
Flentje of the National Trade Extension Bureau; H. E. Long- 
ley, National director, Wilmington, N. C.; H. A. Coates of the 
Coates Plumbing Supply Co.; A. T. Peacock of the Coates 
Plumbing Supply Co.—Bottom Row: Charles Kulp, plumbing 
inspector, St. Petersburg; Fred Quinlan, Charles Irons of St. 
Petersburg; C. A. Armstrong of Bradenton; Lee R, Sheffield 
of St. Petersburg; F. W. Moss of Miami—From photos taken 
at the annual convention of the Florida State Association of 
Master Plumbers and Heating Dealers, held recently at 
St. Petersburg 


heating contract on the new hotel building for Paris 
Smith, 


Richmond, Va.—Eanes & Co., 1305 West Main street, 
have the plumbing contract on the new apartment build- 
ing at 206-8 Roseneath Road, for the Granby Building Co. 

Bridgeport, Conn.—The Development Service Corpora- 
tion of New York is planning the construction of a new 
hotel building on Fairfield avenue, near Main street. The 


business will be managed by the United Hotel Corporation, 


which controls a chain of large hotels. Plans call for a | 
reinforced concrete, class A building, providing rooms for | 


200 guests. The probable cost is around $300,000. 

Beaver City, Utah.—John A. Headlund.of Salt Lake 
City is preparing plans for a stone and concrete addition 
to the Low Hotel, owned by T. M. Low. 











Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 


ality. 
CHICAGO’ 


The Chicago Faucet Co. 


FE, A u Cc ET 5 2700-22 N. Crawford Ave. 
Chicago, Ill 

















The “EDDY SINK”’ 


for Homes and 
Apartments is 
a real money maker 





, Its greater utility is self evident. 
No better construction and quality 
of materials can be bought. Made 
in right or left washing side, corner 
models and a flat rim type for tile 





Write for 








Catalog walls where back is unnecessary. 
and Size 4214 inches long by 24% inches 
Prices , wide. 


THE D. A. EBINGER SANITARY MFG. CO. 
200 Lucas Street, COLUMBUS, OHIO 


Manufacturers also of Ventilated Closets, Urinal Wash Sinks, 
Drinking Fountains and Steel Partitions for Toilet Rooms. 
































OFFMA 


Automatic 


Gas Water Heaters and Storage Systems 





Always a step ahead! — in patented 
features, exclusive improvements 
and in money-making opportunities 
for you. $s 33 $3 


THE HOFFMAN HEATER CO. 


LOUISVILLE, KY: 














RADIATOR HANGER 


The good word Is spreading. Every woman 
os legless radiators because there's 
no to Interfere with mop or sweeper. 
Clear floors are easy to clean! 
E-Z Hangers require only one bolt per hanger. 
They are adjustable both laterally and vertt- 
cally. Anchor boit does not Ah re accurate 
placing. Adapted to any wall, any legless 
Tadiator. Use these better hangers. 
HEALY-RUFF COMPANY Style R 
770 Hampden Ave., St. Paul, Minn. 
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USE A 


CROWN 


POST VISE 


(Patented) 
And Save Time on the Job 
It has no lag screws. 
It has no hooks to break. 





It does away with a bench. 
It wraps around any post. 
It has a hole in center to It has no bolts to fasten. 
keep it solid. It is an ever handy tool. 
Order one today through your local jobber 
CROWN DIE & TOOL CO. 
2636 North Keeler Ave., CHICAGO 
CROWN PIPE DIES CUT PERFECT PIPE THREADS 











Stop pipe thread leaks 
with SMooTH-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 


UICK, easy, cheap 

Holds for the life: of 
the line—any pressure, any 
temperature, iron, brass, or 
copper pipe. Get Smooth-On Clamps and Smooth-On 
No. 1 from nearest supply house or from us. 













Write for the free Smooth-On Handbook. 


SMOOTH-ON MFG. CO. 
Dept.12, 574 Communipaw Ave., Jersey City, N. J. 














RIVERSIDE 


REFRIGERATOR DRAINS 


Galvanized - - Rust Proof 


3 SIZES 
Tapped 1%” - 112” 








July 2, 1927 


Schools 


Dennison, Ohio.—The Stanton Heating Co., of Martin’s 
| Ferry, has secured the heating contract on the new high 
school at its bid of $24,875. The plumbing contract went 
to the Justis Co., of Massillon, whose bid was $10,570. 

Klamath Falls, Ore.—Lorenz Bros. were low bidders at 
$50,991 for plumbing and heating on the new Union high 
school. The general contract amounts to $182,900 and 
went to James Quinn of Portland. 


Portland, Ore.—A new building will be erected on the 
Columbia University campus, to be known as the Gymna- 
sium-Auditorium building. It will be two stories, 170x80 
ft., in Tudor Gothic design, to conform to the architec- 
tural scheme. Every modern convenience for athletic 
accommodations will be provided, including ample show- 
ers and lavatories. A swimming pool 60x30 ft. will be a 
feature, the water in this to be sterilized by the ultra 
violet ray system. 





Corvallis, Oregon.—-The Board of Regents of Oregon 
State Agricultural College, passed out some nice contracts 
at their monthly meeting, at which time awards of 
$225,000 were made on their building program. Wil- 
liams & Gibson, Inc., Portland, were awarded the plumb- 
ing contract on the Physics building on a bid of $5,160, 
and Yundt & McKenna of Corvallis received the heating 
contract at $8,167. On the Poultry building, Yundt & 
McKenna received both the plumbing and heating con- 
tract. The Thompson Plumbing Co. of Portland will in- 
stall the heating system in the greenhouse building. 


Anniston, Ala.—Extensive improvements will be made 
to the Pine Avenue school. A 4-room addition will be 














Made by 
Riverside Foundry 
& Galvanizing Co. 
Kalamazoo, Mich. 
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KNOTT 


made to the Woodstock Avenue school building, improve- 
ments are being planned for the Wilmer Avenue school, 
and rooms are to be added to the Noble Street school, all 
in this city. Bonds amounting to $100,000 have been 
voted to take care of these improvements. 


Brooklyn, Miss.—Plans and specifications are expected 
to be completed and put on the market for general con- 
tract bids the first week in July, for the proposed two- 
story academic building for the Brooklyn Agricultural 
high school. N. W. Overstreet, Gulfport, Miss., is archi- 
tect for the project. 

Logansport, La.—Preliminary arrangements are being 
made for the erection of an annex to the high school 
building. 

New Orleans, La.—Diboll & Owen, architects, Inter- 
state Bank building, are preparing plans and specifica- 
tions for a 3-story dormitory addition to Newcomb College. 
The plans are to be ready about July 7. 

Kenosha, Wis.—Mischler & Stein were low bidders for 
the heating and ventilating of the Central Junior high 
school, with a bid of $10,946. 


Sault Ste. Marie, Mich.—Carl Riggins of Oconto, Wis., 




















“ATLAS” 


Every Knott seat is backed by an 
unconditional guarantee. This means 
that you and your customer are com- 
pletely assured of getting the best to 


be had when you buy Knott. 
KNOTT MEBFG. CO., Tell City, Ind. 


Seat no. 1—Hrmce no. 70 
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has been awarded the plumbing and heating contracts on 
the new Junior high school. 


Salt Lake City, Utah.—The plumbing and heating con- 
tracts on the Grantsville school, amounting to $16,000, 
and on the Twenty-seventh Ward Chapel, amounting to 
$7,000, have been awarded to the James Plumbing Co. 

Houston, Tex.—The Barber Plumbing Co. has the heat- 
ing and plumbing contracts on the new Brackenridge ele- 
mentary school. 

Houston, Tex.—The Warren-Shivers Co. has the plumb- 
ing contract, and the Barber Plumbing Co. has the heat- 


ing contract on the erection of the Cooley elementary 
school. 
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The Exhibits of the Absolute Con-tac-tor Corp., Elkhart, Ind., 

and the Combustion Fuel Oil Burner Co., Milwaukee, Wis., at 

the recent annual convention of the American Oil Burner 
Association, held at Buffalo, N. Y. 


Abernathy, Tex.—M. C. Nevels, Lubbock, Tex., has the 
plumbing and heating contracts in connection with the re- 
modeling of and additions to the Abernathy Independent 
school district school. 


Richmond, Ky.—Ben F. Hurst Co. has the plumbing 
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contract on the new $175,000 administration building at 
Western State Normal School and College. 

Fernandina, Fla.—The Joseph Goldenberg Plumbing & 
Heating Co. of Daytona Beach, Fla., has the plumbing 


and heating contracts on two new public school buildings. 
Salt Lake City, Utah.—Will Green has been awarded 


the plumbing and heating contracts on the new Univer- 
sity of Utah stadium. 

Camas, Wash.—Superintendent of Schools F. M. Lash 
will receive bids until July 17 for construction of a gym- 
nasium, power house, power plant and a grade school 
building; a new heating plant for the high school; new 
equipment in the Oak Park school, and an addition to the 
Prune Hill school. 

Lyons Falls, N. Y.—$100,000 in place of $70,000, the 
amount recently voted for the building of the new school 
in this village, has been decided upon by the taxpayers. 
Kine & Frank of Utica, N. Y., are the architects. 





Westford, Mass.—Roy A. Clough, Chelmsford, has been 
awarded the general contract on a 6-room brick and steel 
school in the Forge Village District. A contract for the 
heating installation has been awardéd to Joseph F. Mc- 
Menimam, 221 High street, Lowell, Mass. 

Providence, R. I.—Ambrose J. Murphy, 146 Westmin- 
ster street, has completed plans for a 4-story brick and 
steel dormitory and classroom building to be built on 
Eaton street for the House of the Good Shepherd Convent. 
The work is estimated to 
$300,000. 


Gambier, Ohio. 


require an expenditure of 





‘It is planned to replace the present 


buildings of the Harcourt Place Schoo) for Girls with new 
Ronan & Ingleson, Columbus, are the archi- 


structures. 
tects. 




















You can be sure of quality and superior workmanship 
when you buy McShane Plumbing Fix, ures; they're 
built in. 


or product at prices no higher thar. 


Yet here’s a su 
e ordinary kind. You never need to 


you [pay for 
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worry about a job you've installed McShane Fixtures 
on; both the quality and the price suit your customers. 
McShane Fixtures are described in detail in the Do- 
mestic Engineering Catalog Directory; ask us for 
reprints of the pages. 


MSSHANE BELL FOUNDRY CO. BALTIMORE.MD. 
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A New Field 
Awaits You! 


The Perfect Enclosure 
For The Home 








THE 


Eclipses Bare 
Radiators 





Because of its many superior qualities 
THERMAINO is rapidly making a name for 
itself and good money for THERMAINO 


dealers. 


The outstanding feature is a new and 
exclusive arrangement of Grilles which greatly 
increases the heating efficiency. A recently 


added improvement is the AIR-INSULATED 


TOP’ which does away with the inefficient 
asbestos lining and assures proper insulation 
against the heat from the radiator. THER- 
MAINO tops are comfortably cool at all times. 


THERMAINO dealers are now daily adding 
to their profits. We have an attractive propo- 
sition for progressive, live-wire dealers. If 


you qualify, send for it. 


THE HART & COOLEY MFG. CO. 
West Main St.. New Britain, Conn. 
Gentlemen: 
Send me details on your Radiator Enclosure 


Proposition. 
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Watertown, Conn.—Architect James Gamble Rogers, 
156 East Forty-second street, New York, will soon have 
plans ready for bids for the early construction of an in- 
firmary and service building for the Taft school. The 
project will cost around $100,000. 

Salt Lake City, Utah.—A $300,000 bond issue has been 
voted by the members of the Granite school district. 
Plans call for the expenditure of $125,000 in completing 
the Magna high school and making an addition to the 
Webster school at Magna, and the remaining $175,000 
will be spent for a junior high school just south of the 
Salt Lake City limits. 

Lafayette, Ind.—Purdue University has selected Walter 
Scholer of this city to draw plans for three college build- 


ings to be built on the university campus. 


Price, Utah.—The construction of a new Catholic school 
building will start within the next two weeks, according 
to the announcement of Monsignor A. F. Giovannoni. A 
sisters’ home is also contemplated. 

Sinton, Tex.—Contracts for the plumbing and heating 
on the high school and auditorium under construction 


here have been awarded to A. J. Monier & Co. of San An- 
tonio, on a combined bid of $9,409.50. 


Stores and Office Buildings 


Winston-Salem, N. C.—The Home Plumbing & Heating 
Co., Third street, has been awarded the plumbing contract 
on the $60,000 building of the Stockton Realty Co., on 
Cherry street. 

Pass Christian, Miss.—The heating and plumbing con- 
tracts have been awarded to the A. B. Hayden Co., Inc., 
on the new bank and office building for the Hancock 
County Bank and Trust Co. 

Port Angeles, Wash.—Architect J. C. Stanley of Seattle 


has awarded the plumbing contract on a new store building 
to Taylor & Hughett, and the heating contract to Harrison 
Schuler, both of this city. 


Institutions 

Dodge City, Kans.—J. H. Parham has the general con- 
tract for a $160,000 hospital for the Protestant Hospital 
Association. 
, Sedro Woolley, Wash.—The contract for the plumbing 
in the new two-story Ward building at the Northern State 
Hospital has been awarded to the Bergh-Griggs Co., of 
Tacoma, at a bid of $5,167. The same company also se- 
cured the heating contract at $5,567. 


Nelson, B. C., Can.—The contract has been let for the 
construction of a nurses’ home in connection with Koote- 
nay Lake General Hospital. 

Bangor, Me.—C. P. Crowell and W. S. Lancaster, Ex- 
change building, will soon have the plans ready for bids 
for the proposed addition to the State Hospital for the 


Insane, Plans call for a four-story brick and steel addi- 
tion, 35x115 and 35x130 ft., to be erected at an estimated 
cost of $300,000. 

Akron, Ohio.—The Sisters of Charity of St. Augustine 
will erect a six-story hospital building and a nurses’ home. 
Warner & McCornack, 510 Bulkly building, Cleveland, are 
receiving bids. . 

Redlands, Calif.—Preliminary plans have been com- 
pleted for a one-story community hospital to contain X- 
ray rooms, laboratory and quarters. The institution will 
accommodate 40 beds and cost about $150,000. Myron 
Hunt, 1107 Hibernian building, Los Angeles, is the archi- 
tect. 
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Louisville, Ky.—E. T. Hutchings, architect, 418 South | 
Fifth street, is taking bids on the $300,000 Chas. P. 
Moorman Home for Indigent Women. 

Sanford, Me.—The J. W. Bishop Co. of Boston, Mass., 
has been awarded the contract to build a hospital, power 
house and nurses’ home for the Harriet D. Goodell Hos- 
pital, Inc. The plans were drawn by Architects Derby & 
Robinson of 3 Joy street, Boston. 


Norwood, Mass.—The Crane Construction Co., Boston, 
Mass., has been awarded the contract to construct an ad- 
ministration building for the Norwood Hospital. The 
structure is to be of brick and limestone, second-class 
construction, two stories and basement, 72 by 40 ft. The 
plumbing contract has been awarded to Pierce & Cox of 
Boston, Mass., and the heating contract to Rideout, 


Chandler & Joyce of this city. 


Cambridge, Mass.—A new city home is to be built at an 
estimated cost of $500,000 and a loan order has been 
passed by the city council after a controversy extending 
over three years. The ‘building will be of first-class con- | 


struction and plans will call for accommodation for two 
hundred inmates. 








Top row: A. J. Davis, Jr., Denver; C. A. Anderson, of Fort Col- 

lins; Ben Bernzen, of Boulder.—Bottom row: F. X. Kreidl, R, A. 

Hurley and Stephen J. Satterlee, all of Denver—From photos 

taken at the annual convention of the Colorado Sanitary and 
Heating Engineers, held recently in Denver 


The Dalles, Ore.—A new hospital corporation with 
$150,000 stock already subscribed has been formed to 
build a new structure for the use of the community. Drs. 
J, A. Reuter, F. F. Thompson and Thompson Coberth, 
together with local business men, are interested. The new 


building will be located on the present site of the old 
hospital. 


a 


Beaumont, Tex.—The plumbing contract on the $85,- 
000 central fire station for Beaumont, has been let to 
KE, E. Eastham, 356 Fannin street. 


Norwood, Mass.—Taxpayers at a special town meeting, 
held June 16, voted an additional appropriation of $62,000 | 
for the new municipal building, for which $275,000 
already had been appropriated. 

Boston, Mass.—The M. S. Kelliher Co., of Dorchester, | 
was the low bidder in a field of thirteen for the con- 
struction of a new fire station on Parish street, in Dor- 
chester. The structure, which will be built for the City 
of Boston, will be of brick and limestone, of first-class 
construction, three stories and basement. 

Boston, Mass.—The Massachusetts Osteopathic Hospital, 
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PAINE TOGGLE BOLTS 


‘“Phe Most Practical Toggle’’ 


CUVMDOABEE ENN tt 





Vin 


The Toggle with the “Spring Wings” 
Save Their Cost in Time and Patience 


ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 
NICKEL PLATED OR GALVANIZED 
SIMPLEST AND QUICKEST 


Samples on request — No Charge 


THE PAINE COMPANY 
2951 Carroll Ave. $3 Chicago, Illinois 


Stocks 79 Barclay Street, New York City, New York 
Carried (915 Bryant Street, San Francisco, California 























Here’s that Chance! 


We offer you the chance you have been 
waiting for to get some of that outlying 
trade. An Electric Water Power System 


is a utility that is needed on every farm 
and wherever else running water has not 
been available. ; 

It is positive in action, positively auto- 
matic and is built to stand up under the 
heaviest duty. There is nothing to get 
out of order 
anditiseasy 


for you to 
install. 


Write 
for full 
details. 


Milwaukee 
Air Power 
Pump Co. 


6 Keefe Avenue, Milwaukee, Wis. 
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i Ice Cooled 


i the PRE-COOLER 


The last word in economy 











Water--you can’t live without it 


No mov- 
ing parts. 
Use city 
pressure. 

A cooling 
machine 
within a 
cooler. 


The cost 
of opera- 
tion with 
ice is low- 
er than 
any other 
system. 


Cold 


waste 
water 
from the 
bubblers 
(over 70% 
wasted) is 
conducted 
over the 
Pre-Cooler 
coils, in 
reverse 
direction 
tothe flow 
of the in- 
coming 
water, 
thus Pre- 
Cooling 
the supply 
before 
reaching 
the ice 
chamber. 
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Built in Sizes to Serve 1000 People 
200 to 600 Pounds Ice Capacity 


Positively no way supply water can be 


contaminated. 


Designed upon sound engineer- 
ing principles PRE-COOLING 


by “‘counter-flow.” 





Pre-Cooler Division 


Licensed under Ridler Patent 1539867 


529 7th Street So. 
Minneapolis, Minnesota 








i For installation in offices, 
stores, factories, oil filling 
stations, etc., in fact wher- 
ever drinking water is desired. 





Individual Type 
Model 5 
Capacity 50 Ib. Ice 
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Inc., has awarded the contract to John C. Pitcher to build 
a private hospital on Evergreen street and Huntington 
avenue, in the Jamaica Plain section of Boston. ‘The 
structure is to be of brick and limestone, first-class con- 
struction, two stories and basement. 

Boston, Mass.—A. Desimone of this city has been 
awarded the contract to build the new Home for Italian 
Children on Center street; Jamaica Plain, in accordance 
with plans drawn by Matthew Sullivan of Boston. The 
structure will be of brick and limestone, first-class con- 
struction, three stories and basement. 

Phoenix, Ariz.—At the recent election, $750,000 in 
bonds was voted by an overwhelming majority, the pro- 
ceeds of which will be devoted to the construction of a 

| new court house and jail building, to be erected on the 
site of the ould structure on West Washington street. John 
B. White is clerk of the board of supervisors. 

Oakland, Calif—W. H. Picard, 5656 College avenue, 
was the successful bidder for heating and ventilating 
installations in the Hillcrest hospital, being erected at a 
total cost of $500,000, on Orchard street, between Tele- 
graph avenue and Summit street. 

Modesto, Calif.—To provide for a new court house and 
jail building, the county grand jury has recommended 
that bonds to the amount of $500,000 be voted at an 
early election. 


San Francisco, Calif.—Plans are being completed in 


connection with the $400,000 addition to the Dante 
Sanitarium, located on Broadway, east of Van Ness avenue. 
G. A. Applegarth, Claus Spreckels building, is the architect. 

San Francisco, Calif.—C. H. Brown, 125 Twenty-second 
avenue, has secured the plumbing and heating contracts 
on the $170,000 hospital, on Masonic avenue, near Ellis 
street. 

Agnew, Calif.——Hately & Hately, of Sacramento, have 
been awarded the plumbing and heating contracts on 
the reinforced concrete, 24-room building for the Agnew 
state hospital. 

Palo Alto, Calif.—H. C. Lauer, 350 California streeet, 
has been awarded the contract for plumbing and heating 
in the new two-story $74,000 central police and fire station. 


Riverside, Calif.—The local Y. W. C. A. will erect a one 
and two-story reinforced concrete club building at a cost 
of $150,000. Miss Julia Morgan, Merchants Exchange 
building, San Francisco, is the architect. 

Bowbells, N. Dak.—Bids will be received by the Board 
of County Commissioners, of Burke county, North Dakota, 
at Bowbells, until July 20, for the plumbing, steam heat- 
ing, ventilating and electric work on the new 3-story 
county court house which is to be built at a cost- of 
$150,000. Ole J. Stompro, Bowbells, is the county auditor. 
Toltz, King & Day, Inc., Builders Exchange, St. Paul, 
Minn., are the architects and engineers. 


Duluth, Minn.—aAll bids received on the steam heating 
for the new 4-story city hall building being built at 
Fourth avenue West and Second street, have been rejected 
and new bids will be called for soon. Henry Gazett, 321 
East Superior street, was low bidder with a bid of $32,035. 
A. H. Davenport is the city clerk. Thomas J. Shefchik, 
313 Glencoe building, is the architect. 


Des Moines, Ia.—Potthof & Rosene, 1224 High street, 
with a bid of $13,700, have been awarded the contract for 
alterations to the plumbing system in the state capitol 
building. 

Kimball, Nebr.—Plans are being made by E. L. Gold- 
smith & Co., architects, Scottsbluff, Nebr., for a three- 
story court house which is to be built in this city at a cost 














| of $175,000. 
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Eugene, Ore.—Heilig Theater circuit management will 
build a new structure to cost $150,000, to be completed 
this fall, according to C. W. McKee, manager. The build- 
ing will be 80x160 ft. The present building occupied by 
the Heilig interests on Willamette street will be retained 


and will undergo extensive repairs. 


Rochester, N. Y¥.—The Stonewood Building Corpora- The same old hame since “1844” 


tion will build a new fireproof theater at the northeast 


corner of Lake avenue and Boxart streeet. The building, Pabst Nipples are clean threaded and made from 
the finest of new pipe. They are bound to speed 
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designed by Walker S. Lee, Jr., will cost $263,000 and up your work and make every pipe line they are 
will contain a theater seating 1,425 persons, a dance hall, used on, better and longer lasting. They come 
lodge room and four stores. The building will be of brick, in convenient cartons; buy them by name. 


stone and steel, and will be 80 by 192 ft. From Your Jobber. 


Phoenix, Ariz.—A new theater with a seating capacity FRED PABST co. Mfrs. 


of about 2,500 persons and costing in the neighborhood 917 Juneau Ave. Milwaukee, Wis. 


of $300,000, is being planned by the West Coast Theatres, 
Inc., Washington street and Vermont avenue, Los Angeles. 


Residences 


Birmingham, Ala.—Mason & Dulion, 2019 North Fourth P. b t 
avenue, have been awarded the plumbing and heating con- a AY 
tracts on the new residence for W. L. Harrison at Bush 
Hills. 


Oklahoma City, Okla,—The Smiser Construction Co., 613 


North Hudson street, has both the plumbing and heating 
contracts on the $60,000 residence for James Anderson, 
507 North Kelley street. 

Columbia, Mo.—The plumbing and heating contracts 
on the new residence for Dr. Edgar Allen in Columbia has 
been awarded to Charles D. Mathews, 27 South Tenth 
street, 


Baltimore, Md.—The Tully Plumbing & Heating Co., 
2612 North Second avenue, has been awarded the heat- 
ing contract, and A. Getman, 1804 Lee avenue, has the ON -[ACTER 
plumbing contract on the new home for J. I. Dunlap on 
Pineridge road. 


Birmingham, Ala.—G. C. Worthington, 226 North 52d = ° ) 
place, has been awarded the heating and plumbing con- ity utomatic ontro S 
tracts on the new residence for Warner S. Watkins. ! 


Lewistown, Mo.—P. L. Mudd of Shelbina, Mo., has been The AQUASWITCH 


awarded the heating and plumbing contracts on the $50,- 
000 country home for the Lewis County board of com- . The Con-Tac-Tor Aqua- 
missioners. . ™ switch is the demand of 
everyone who considers 
the installation expense of 
temperature controls for 
hot water heating sys- 
tems. There are no holes ; 
to drill—there’s no neces- 
sity for draining the sys- 
tem if you use the Aqua- 
switch. 


Good 
Nipples 
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Just clamp the Aqua- if 
switch around a bare riser, 
make the electrical con- 
nections and it’s ready. 


It will be found a depend- 
able cutout to prevent 
excessive water tempera- 
ture or may be used as the 
primary control. It’s the 
most popular hot water 
control in the field and the 
most economical. 


Ask for Bulletin No. 110 


Top picture: A group of the men in attendance at the Phila- ABSOLUTE CORPORATION 
delphia outing.—Bottom picture: A group of ladies in attend- ELKHART INDIAN 
ance at the outing —From photos taken at the recent annual ANA 

outing of the Philadelphiq Master Plumbers’ Association 
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“LUCKY 
STRIKE” 





Solid Bath and Basin Stoppers 


It will pay you to feature this Bath and Basin 
Stopper. It is made of the best of material and 
will serve long and well. 


es 

/ LAVELLE RUBBER COMPANY 
é 320 W. ILLINOIS STREET CHICAGO, ILL. 
it 
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The Martin Way 8 
is Easier 


The Martin Portable Vise 
Stand and Pipe Bender 


will enable you todo 








Have one ready and it will 
save you time and money. 


Our 10 days’ free trial offer is 
open=—Write! 


H. P. Martin & Sons 


626 E. 2nd St., Owensboro,’ Ky. S 
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PHILLIPS * 


Self-Drilling 

Expansion Shells 

Every Phillips Drill is 
made for permanency. 
Once in, they will hold 
tight and give a perfect 
anchor for equipment. 

They drill their own 


hole and are extremely 
easy to install. 



























From Your Jobber. 


PHILLIPS DRILL CO. 


1537 Cortland St. Chicago, III. 


























For the finest fit- 
tings and nicest 
appearance, Jones 
Hollow Ware Tanks 
are unsurpassed. 

Gel the Jones catalog for a 


line on a real profil line. 


Jones Hollow Ware Co. 


Baltimore, Md. 
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Portland, Ore.—I. Block is starting the installation of 
the plumbing systems in ten new residences in various 
parts of the city and in an apartment house of 11 suites 
at 421 Fargo street. 

Portland, Ore.—DeTemple Co. has just completed the 
installations of plumbing and heating systems in the $40,- 
000 residence for A. J. Lewthwaite, 345 Montgomery Drive, 
for which Farr & Ward of San Francisco were the archi- 
tects. Each bedroom has a private bathroom besides 
modern plumbing in the servants’ quarters. 

Salt Lake City, Utah—Construction in the immediate 
future of seventeen new homes, to be financed by the Hal- 
loran-Judge Co., at a cost of $100,000, has been announced. 
The residences are to be built by the Nicholson-Livingston 
Co. 


Baywood, Calif—As owner and builder, Thomas 
Cavanagh, 603 Dorchester streeet, San Mateo, will erect 
seven two-story brick residences, at an individual cost of 
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those hard jobs easier. 
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$20,000. Work will start at an early date. 
Beverly Hills, Calif.—Harold Lloyd will build a $300,- 
000 mansion in Benedict Canyon. Following the Italian 
style of architecture, the building will be of reinforced 
concrete and is to contain 40 rooms and 10 bathrooms, 
Webber, Stanton & Spaulding, 627 South Carondelet 
street, are the architects. 
Woodside, Calif.—Initial plans are being prepared for a 
two-story and basement residence for Athol McBean of 
| San Francisco, at a cost of $60,000. Bakewell & Brown, 
251 Kearny street, San Francisco, are the architects. 
Oakland, Calif.—Plans are being made and bids will be 
taken in about five weeks covering a $50,000 residence to 
be situated in Crocker Highlands. It will be a two-story 
and basement structure, containing 14 rooms and 4 baths. 
The plans include swimming pool, garage, stables, etc. 
Miller & Warnecke, 1404 Franklin street, are the archi- 


tects. 


«Municipal and Government Work 


Boston, Mass.—Bids will close soon for the repair work 
which is to be done for the City of Boston to the central 
Public Library building, at Copley square. The architects 
are Fox & Gale, of Boston. 

Belmont, Mass.—aArchitect H. Thaxter Underwood, of 
Boston, Mass., has prepared plans for an addition to the 
town hall. Bids have been closed and the contract will 
be awarded soon. 

Medford, Ore.—Frank C. Clark, architect, has prepared 
plans for a new city hall. The citizens have voted bonds 
for this project. 

Grand Rapids, Minn.—M. Taylor has been awarded the 
| plumbing and heating contracts on the new postoffice. The 
| general contract was awarded to the Pfeffer Construction 
| Co., of Duluth. 

Missoula, Mont.—Construction on the addition to the 
Federal building will be started in July at a cost of 
$157,800, according to William MacDonald Construction 

| Co. officials, who have the contract. 

; 

| Breckenridge, Minn.—Bids on the general construction 

| and on plumbing and steam heating will soon be taken on 
the new Wilkin County court house, to be built at a cost 
of $200,000. Beuchner & Orth, 500 Shubert building, St. 

Paul, Minn., are the architects. 

San Bernardino, Calif.—Surveying for the new Federal 
building and postoffice will start within thirty days. Con- 
gress has appropriated $350,000 for this work, which will 
be started this fall. 
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Saranac Lake, N. Y¥.—Stewart & Bennett, Rochester, 
N. Y., contractors, will build the new city hall, at an 
estimated cost of $250,000. Scopes & Feustman, New 
York City, are the architects. 

New Haven, Conn.—The New Haven Historical Society 
has purchased land on Whitney avenue and will erect a 
building on the site, to cost about $300,000. A committee 
has been selected to arrange for architectural services, 
and it is expected that plans will be started shortly. John 
L. Gilson, 185 Church street, is chairman of the com- 
mittee. 
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Top picture: Mr. and Mrs. Simon Drexler of Louisville, with | 


their son Michael and daughter Rose.—Bottom picture: Miss 

Ellen Whitehead; Miss Eva Mae Shackleford, both of Frank- 

fort; Mrs. John H. Fleck of Louisville, Mrs. Charles White- 

head of Frankfort, Mrs. A. Kruse of Newport.—From photo- 

graphs taken at the recent annual convention of the Kentucky 

State Association of Master Plumbers and Sanitary Engineers 
at Newport 








Manchester, N. H.—John H. Stevens, 46 Manchester | 
street, was awarded the plumbing and heating contract for | 


the art gallery, to be constructed at Beech and Orange 
streets, for the Currier Art Gallery at an estimated cost 
of $250,000. Edward L. Tilton, 141 East Forty-fifth 
street, New York, prepared the plans for this project. 

Beaumont, Tex.—A. J. Coburn has been awarded the 
plumbing and heating contract on the central fire sta- 
tion with a combined bid of $11,903. 

Stonington, Conn.—The heating and plumbing contract 
for the $150,000 town hall, to be erected on Elm street, 
has been awarded to Cusack and Robinson, 15 Leather 
avenue, Westerly, R. I. Norton and Townsend, 405 Tem- 
ple avenue, New Haven, Conn., are the architects for the 
building. 

New Orleans, La.—The American Heating and Plumb- 
ing Co., 829 Baronne street, has the plumbing and heating 
contract in the erection of the bathhouses at Audubon 
Park, at a cost of $60,000 each. 

Indianapolis, Ind.—The Board of Park Commissioners 
has retained Harrison & Turnock, Board of Trade building, 
to draw plans for a $115,000 community building, to be 
known as Brookside Park. 


Lynnficld, Mass.—Edgar W. Miller, 317 Eastern avenue, 
Lynn, Mass., has been awarded the contract to install the 
plumbing and heating system in the proposed addition to 
the town hall. 


Brighton, N. Y.—The town has voted to build two mod- 
ern fire houses. The commission consists of William P. 
Farley, Chas. F. Turton and Mr. Townsend. 
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Only $175. Saves Most 
of Your Painting Time 
and Brings More Work 


Handigrip Junior—our new complete spray 
painting outfit which weighs only 150 pounds 
and costs only $175—was designed expressly 
for the use of plumbers and heating contractors. 
It fills the bill for decorating radiators and 
pipes and for interior work of all kinds. 

It operates on low pressure, practically elimi- 
nating fumes. One man can carry it. It is 
mounted on fibre wheels, will not injure the 


finest floor. 

It is simplified to the last word. Except for 
the turn of a nut on the gun to adjust the flow 
of material, it does its work without adjust- 
ments of any kind. 

It embraces every essential for first class paint 
work. It handles bronzes, lacquers, paints 
and enamels. 


It is complete with gun, air compressor, air 
tank, motor and connections, ready to attach 
to any electric socket and operate. 





Handigrip Junior Complete Outfit 


Time Saver— Business Feeder 
With it, as with larger Handigrip units, you 
can do an hour’s work in a few minutes. In 
plain bronze or, if you wish, in stencil, oxidized 
or two-tone color effects. You save ‘labor cost 
and please the customer by doing this inside 
work quickly. This means that your custom- 
ers will have radiators decorated more fre- 
quently. You can also solicit radiator-decora- 
tion jobs as fill-in work. Handigrip makes 


work more profitable and makes more work. 


Ask for Demonstration 


You can prove Handigrip advantages in your 
own work without risk, under the Plummer- 
Huff Company guarantee. Ask for a demon- 


stration. Kindly address Dept. D. 


Plummer-Huff Company 
Napoleon ° ° ° Ohio 








DOMESTIC ENGINEERING 





No More Pump 
Trouble 


Where the Peters ‘“Sure- 
Tite” combined foot valve 
and strainer is used, pump 


trouble is left behind. 


It is reliable in action, pro- 
vides ample waterway and 
the poppet seats firmly. 


PETERS PUMP CO. 


KEWANEE, ILL. 














UMBING 
PECIALTIES 


This Drum Trap is made extra 
heavy to stand hard usage. It is 
furnished with nickel plated brass 
top and galvanized body. 





Order from your jobber 


The Washington Metal Products Co. 


| Washington C. H. Ohio 


























WHEELING 


SANITARY M FG. CO. 


Wheeling, W. Vae 


High Grade Plumbers 
Ware—Two-Fired 
Vitreous China 
Plate 100-E Lavatory on 
Pedestal. Two sizes— 
24x20 inches and 26x22 
inches. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate = cc mn — 
jet sypD' 

im at 12 pt Pr late 





218-E large size tank, 
with special fittings. 
Reference — Domestic 
Engineering Catalog 

Directory. 

















More than a slogan: 
“Always Reliable” 


The users of this line invented 
this slogan for the reason that 


“Always Reliable” furnaces and 
torches are just that. 


Covered 
b 


ny 
patents 





Ne. 20 Pump—Ne. 19 Bulb 


Geidien~Reetdion Most jobbers stock. Others will 


order for you. 


OTTO BERNZ CO. INC., Newark, N. J. 
Stocks in Newark, N. J., New York City, Chicago and San Francisco, 


Offices in Newark, N. J., New York City, Chicago, Forth Worth, 
Denver, Helena, Mont., San Francisco, Los Angeles, Seattle and 
St. Thomas, Ont. 
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Pittsfield, Mass.—Bids will close shortly for the 2-story 
and basement court house addition for the County Com- 
missioners, to cost $150,000. From plans by J. McArthur 


Vance, 24 North street, the building will be 60x80 ft., of 
brick, steel and stone construction. 

Milwaukee, Wis.—Paul J. Grunau, Milwaukee, has been 
awarded the contract for the plumbing, heating and sew- 
erage installation in a field house being erected by the 
Department of Public Works. 

Hudson, Wis.—Nelson & Suennen have been awarded 
the heating and plumbing contract for the city hall and 
fire station. 

Kenosha, Wis.—Josephson & Zimmerman have been 
awarded the plumbing contract for the armory, auditorium 
building and stable under construction for Troop E, 105th 
Cavalry, Inc. 

Princess Anne, Va.—The heating and plumbing con- 
tract has been let to Osie Dashiell and Son, 507 South 
street, Portsmouth, Va., in the erection of the addition 
to the court house. 


Asheville, N. C.—Sluder Brothers have the plumbing 
and heating contract in the erection of the new 14-story 
basement and sub-basement court house and jail. 


Vancouver, B. C., Can.—A building permit has been 


issued for the construction of a $100,000 auditorium, to 


seat 3,000 people, with the addition later on of a public 
swimming pool. 


Industrial Buildings 


Bridgeburg, Ont., Can.—Julius C. Schultz, architect 
of Buffalo, N. Y., has completed plans for a new brewery 
to cost $450,000, and with an annual capacity of 240,000 
barrels of beer. The brewery, when completed, will be 
one of the finest equipped and most complete in the 
Dominion, 


Portland, Ore.—Brandes Creamery Co. will construct @ 
dairy building at a cost of $100,000, at 123-25 Front 
street. 

Salt Lake City, Utah—The James Plumbing & Heating 


Co., 62 Postoffice place, has been awarded the plumbing 
and heating contracts on the Medical Arts building garage, 


a $6,000 job. 


, Salt Lake City, Utah—Architects Young & Hansen are 


preparing plans and specifications for a $100,000 ware- 
house for the Zion’s Co-operative Mercantile Institution. 


Salt Lake City, Utah—The McAllister & Duncan Plumb- 
ing & Heating Co. has been awarded the plumbing and 
heating contracts on the Nelson-Ricks creamery. 


S wimming - ‘Pool News 


Ishpeming, Mich.—Marquette county will build a munic- 
ipal bath house near this city. Frank G. Jenks is the 


county auditor. 


Caldwell, Idaho—H. J. McNeel has been awarded the 


contract for a swimming pool to be donated by the For- 
ward club. It will be located in Memorial park. 


Bald Knob, Ark.—Irwin Wynn has let a contract to Carl 
Garms, of Little Rock, to construct a concrete swimming 
pool on the North Arkansas highway near this city. 

Sioux Falls, S. Dak.i—The Neptune Amusement Co., of 
this city, will build a swimming pool and has been pér- 
mitted to issue $20,000 bonds for financing the project. 











Why the Sherwood 


costs a few cents more 


The Sherwood Ball Cock costs 
a few cents more than ordinary 
ing ' ball cocks for the same reasons 
ory . ~ : 

that a Cadillac costs more than 
the lower priced cars. 




















en 
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lie Better and longer lasting metals 
are used in the Sherwood, more 
thought has been put into its 
mechanical construction and 
greater care is taken in its 
ct ee \ manufacture. 
ry Y ‘ q 
a ' The result is a better 
‘he z \ quieter and longer lived 
ball cock that closes against 
a a any city water pres- 
* sure without whist- 
- } ling or gurgling 
an ‘ Isn't it worth 
those few cents for 
re | the protection of 
+ ie \ your reputation? 
ib- 
nd 
ic- 
he 
O 
Po 
1g 
ae "SHERWOOD BRASS WORKS 
JEFFERSON AND MT. ELLIOTT AVES. DETROIT, MICH. 
) Me wea Representatives: 
‘. fe rate J. A. RIORDAN CO., INC., 1315 E. 7th St., Los Angeles. 2012 L. C. Smith Bldg., Seattle. 


E. S. THOMPSON, FRED G. HOFFMAN, FRED S. WILSEY, 
2401 Chestnut St., Philadelphia 831 Edgewood Ave., Trenton, N. J Plymouth Building, Minneapolis 
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Standard Catalog 
size 754’x105" 


1300 Pages Con- 
densed Catalogs 


2000 Articles 
Listed 
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Here is the book that the buyer of plumbing 
and heating supplies needs every business day of 
the year. 

Revised from cover to cover, every item veri- 


fied and brought up to the minute, with much 
additional data, the 1927 “Domestic Engineering 
Catalog Directory’’ affords the buyer the most 
complete and latest buying information available. 

Condensed catalog's of 469 manufacturers are 


shown in the catalog section, with 13,000 illustra- 


tions. A modern catalog file, bound under one 
cover for desk use. 


Over 2000 articles are listed in the Directory 
Section, with the trade names. Complete street 
addresses of 4000 manufacturers are given in a 
separate section. 


The complete and comprehensive system of 
indexing all sections of the book, makes it easy 


to locate quickly the source of supply of any item 
desired. 


Order Now — the Edition is Limited 


Published by 


Domestic Engineering Company 
1900 Prairie Avenue [Directory Dept.) Chicago, Illinois 


July 2, 1927 


Over 13,000 
Illustrations 


Bound in 
Fabrikoid 


Price $5.00 
Prepaid 
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SOME ARE BORN WITH IT 


Some one sick at yo’ house, Mis’ Carter?” inquired the old | 


Mammy. “Ah seed de doctah was dar yestidy.” 

“It was my brother, Mammy.” 

“Zat so! Whut’s he got de matter of him?” 

“Nobody seems to know what the disease is. He can eat 
and sleep as well as ever. He stays out all day on the porch 
in the sun and seems as well as anyone. But he can’t do any 
work at all.” 

“He cain’'t—yo’ say he cain't work? Law, Mis’ Carter, dat 
ain't no disease. Dat’s a gif’!” 


COSMETICS—AN HISTORICAL PAGEANT BY “SY” 
The Cave Woman: Sun and wind. 
The Biblical Lady: See any Palmolive ad. 
The Mediaeval Damsel: Rainwater. 
The Colonial Dame: Blushes. 
The Antebellum Queen—Homemade preparations, 
The Flapper: Valspar and Sherwin-Williams. 
Milady of Today: Mud. 


ASK ME ANOTHER 

There was an accident and many people had gathered about 
the wrecked car, when some one drove up and cried to the 
man who was lying under the car: “Say, Jim, did you have 
an accident?” 

“Naw,” came the growl from under the car. “The kids have 
always wanted to see the works, so I turned the darned thing 
over for them.” 

Ss. U. M., Minnesota. 


The student who asked how to calculate the horse- 
power in a donkey engine was probably the one who, 


asked what was the most common impediment in the 
speech of the American people, said: “Chewing-gum.” 


GOOD SALESMANSHIP 
Customer: “You said this blanket is all wool, and yet you 
ean see it is plainly marked cotton.” 
Clerk: “Well, you see, Madam, we marked it cotton to fool 
the moths.” 


D., Laconia, N. H. 


FROM A COLLEGE PAPER 
Judge—Did you or did you not strike this woman? 
Landlord—Your Honor, I only remarked that the wallpaper 
in her apartment bore finger-prints. 
Judge—Two years for knocking her flat. Next case. 


Another instance of good retail salesmanship was heard 
of recently when a woman wanted to buy a century plant 


but didn’t feel sure that it would bloom in 100 years. 
“Bring it back if it doesn’t,” advised the clerk. 


“SY” SEZ 
A stout woman drove up to a filling station. 
“IT want two quarts of oil,” she said. 


“What kind, heavy?” asked the attendant. 
“Say, young man, don’t get fresh with me,” said the lady, 


One of the quickest ways to study astronomy is to take up 
boxing. 


Men may be bribed, but you can’t tempt women to take 
hush money. 
“SY” MARTIN, Owensboro, Ky. 


SAXOPHONE OIL 
Hubby—What’s good for my wife’s fallen arches? 
boc—Rubber heels. 
tlubby—What’ll I rub ’em with?—Rensselaer Pup. 


Putting up a good front has put many a man’s financial 
affairs in arrears. 


LY T. 
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dry basement 


WHITNEY 


ee 
i —————— —_————— 


Always a 


with a 


automatic 
electric 


basement 
drainer 





A Whitney Automatic Base- 
ment Drainer will keep that 
part of any building dry and 
healthy. 

Any Whitney has a capacity of 
3000 gallons per hour with a 
20-foot lift. One-quarter h. p. 
electric motor, brass impeller, 
flexible rubber coupling, auto- 
matic switch control, connects 
to any light socket, has no belts 
or gears and is portable—these 
are the big Whitney features 
that have increased their sales 


for all plumbers handling them. 


They are built to give uninter- 
rupted service and they give it. 
They’re reasonably priced, too. 
Write for further information 


and prices. 


Whitney Electrical Mfg. Co. 


Highland Park -- Michigan 
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Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 


TANKS FOR: High pressure gas and air Coe —Tasumasis 
weer me—Gasoline and oil burning eau: 

in top—Welded. ATSCO Genuine Copper Brazed 
a for high pressure—the tightest, safest, stron, tank itis 
possible to construct by any known process. A.S.M.E. code tanks. 
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Heating Residences 


Heating Residences pe 


Small Buildings Small Buil ding 8 


Gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 
used in heating small build- 
ings, such as cottages, 
lows, two-story secidanete 
and small garages. 

It takes a typical cottage, 
bungalow, two-story resi- 

a and small garage and 

lains, step by step, the 

heating of each of these buildings by steam, vapor and 
hot water. 

All details of oe systems are thoroughly described and 
illustrated. The layouts are so simple that any steam- 
fitter can use them as guides. 


Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 
other important features are explained. 


Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor's library. 


Price, $1.00 Postpaid 


Published by 


Domestic Engineering 
BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, Ill. 
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Bath a Day Movement 


There are now two major lines of interest in the Bath a Day 
Movement and the distribution of “The Story of the Bath.” 
First, of course, is the distribution of 


the booklet in the schools, to be used 
as supplementary reading. Then there 
is the use of the booklet at the meet- 
ings of such clubs as the Kiwanis, 
Rotary, Lions, Booster, etc., where 


men in our industry have found it a 
valuable piece of publicity to distribute “The Story’ to members 
making a short talk built around the material in the booklet. 


Bath.’ If you haven’t, you may be like the man who 

has never seen Niagara Falls. He hears a lot about 
its wonders, but until he has seen it, and has stood almost 
hypnotized by the constant rush of its waters, can never 
really picture to himself what it is like. 

You may be sure that the enthusiasm which ‘The Story 
of the Bath” has aroused is based on a quality product. 
This little booklet, with its humorous presentation of his- 
torical and health facts, never fails to win appreciation. 
Once you have read it you will understand why men have 
been anxious to give it to friends, to distribute it to cus- 
tomers, to put it in their local schools. 

When you have read it you will understand how it helps 
to place the plumber in a different light in the mind of 


Pan you have never read “The Story of the 


| the reader. It shows what, in just the one particular of 
| bathing, his service means to health and comfort. 


We suggest that you write ‘‘Domestic Engineering,” 
1900 Prairie avenue, Chicago, for a copy of the booklet, 
read it yourself, and then see just how you can use it in 


your own community. 


Epigrams—For Your Use 


Mirrors furnish a lot of food for reflection. 
* * ~ 


Silence is as often a sign of dullness as of wisdom. 
+ . + 
When you write a foolish letter, forget to mail it. 
* * *” 
Don’t use a dollar’s worth of energy trying to save a 
nickel, 
* 7 > 
The man who has no money can’t lose. 
* * 


A villain in a movie has to be very bad to make good. 











BELL PIPE” ; 
“JOINT, 


Duriron acid-proof drain pipe 
is standard for all lines carry- 


ing acid wastes. 
Duriron is prod: 


Te DURIRON COMPANY 
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PATENTS 


Plumbing Department 


1,626,155. Lavatory. Charles Rekewitz, Racine, Wis. 
A toilet bowl having a body portion provided with a cup- 
shaped bottom adapted to normally retain water and hav- 
ing a hollow portion below said bottom provided with an 
outer wall, said bottom having a slanting drain passage- 
way and said outer wall having a slanting passageway 
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© 1.626.155. 
aligning with said first mentioned passageway, and a plug 
passing directly through both of said passageways and 


normally closing passageway, said plug being adapted for 


partial withdrawal to open said drain passageway. 
on * ” 


1,626,911. Soldering Iron. Henry E. Brach, Valpa- 
raiso, Ind.; Frances Brach, administratrix of said Henry 
E. Brach, deceased. In a device of the class described, an 
open-ended holder comprising a casing, a handle connected 
to the side wall of said casing, a heating element insert- 
able into one end of said casing, a cap forming a closure 
for the other end of said casing, and means for securing 
said casing, said element and said cap together, a solder- 
ing element insertable in said heating element, and means 
for securing said soldering element in said heating ele- 
ment in any adjusted position. 
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1.627,504. 

1,627,504. Lavatory. David E. Gulick, Chicago, III. 
In a concealed nozzle lavatory the combination with an 
overflow opening through which the supply nozzle makes 
delivery, of a second opening through which said nozzle 
enters the lavatory, and adjustable means interposed be- 
tween the supply nozzle and a relatively fixed point of 
Support whereby the nozzle may be forced into a water 
tight connection with the opening through lavatory. 

* * * 

1,626,952. Slip-Joint Coupling. Philip Mueller and 
Anton C. Schuermann, Decatur, Ill., assignors to Adolph 
Mueller, trustee, Decatur, Ill. The combination with a 
pipe to be coupled having an exteriorly threaded end, of 
a correspondingly interiorly threaded coupling connected 
to said pipe, a recess in said coupling, an interiorly pro- 
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The VU. Ss. Cinta Uses 


Hot Water 


Heaters 


Presidents may come and Presidents may go, but the 
Patterson Hot Water Heaters in the White House at 
Washington will continue to serve al/ of them faithfully, 
whatever may be their politics. 


That Patterson Hot Water Heaters were selected to 
supply the first families of the land with hot water was 
no accident. You would probably have specified the 
“Patterson” had you been given the privilege of select- 
ing hot water heaters for the White House. For your 
pride, your patriotism, would have dictated that you 
use the utmost care and take absolutely no chance with 
such an important installation. 

Patterson Heaters not only heat water for the bath 
and other domestic service, but they also heat water for 
the hot-water system. 

Let us send you a list of installations in your territory. 


Also Ask for Catalog. 


wo" wares OvTET mr oat heer 


The Patterson- 
Kelley Co. 


106 East 40th Street 
New York City 

















PLOMB 
TOOLS 


Set the Standard 
Hand Forged 


Convenient 


Correct Shapes 





Reasonably Priced 


Unconditionally 
Guaranteed 


Buy YOUR tools 
where you see this 
display board. 











PLOMB TOOL COMPANY 


LOS ANGELES, CALIF., 2209 Santa Fe Ave. 


CHICAGO NEW YORK 
627 W. Washington Boulevard 1987 Arthur Ave. 


COMPLETE STOCK AT ALL POINTS 
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Could you doubt 
the judgment of these prominent 
architects and engineers? 


Men who have such a high standing in their profession as the following, and 
hundreds of others who have specified Sarco Steam Traps, are not accustomed 
to specify anything unless they know, beyond doubt, that it is the very best 
in its line. When they write “‘Sarco” into specifications, they are sure their 
clients will get perfect satisfaction. Ism’t a radiator trap endorsed by such 
men worthy of your investigation? 


Albert Kahn 
Walter Kidde Co. 





Rouse & Goldstone 
Riley & Hall 


Almirall & Co. 
L. A. Abramson 


Ballinger & Co. . H. Knappe Schwartz & Gross 
Geo. & Edw. Blum Electus D. Litchfield Sugarman, Hess & 
Bliss & Faville R. T. Lyons Berger 


W. L. Stoddard 


Gronenberg & Leuchtag Fred Madison 
Sommerfeld & Stechler 


Crow, Lewis & Wick Chas. B. Meyer 


W. H. Erler _ Frank A. Moore Ernest Sibley 

W. D. Ennis Murgatroyd & Ogden Gus E. Steinback 

J. M. Felson Murrell Engr. Corp. A. J. Thomas 

Isaac H. Francis J. T. Musselman Tanzer & Nugent 
Francisco & Jacobus F. C. Musselman W. E. Taylor 

Wm Percy Owen ge yg aoe & Blanchard 
Gunvald Aus Co. Thomas Norrin W. P. Towner 


Geo. F. Pelham 
Wilson Potter 
Cyrus Potter 
Ritter & Shay 
Emery Roth 


Helme & Corbett 
Loomis Harmon 

H. R. Howland 
Industrial Engr. Co. 
Jaros & Baum 


Our booklet M-128 gives SARCO COMPANY, Inc. 


some interesting inform- 183 MADISON AVE., NEW YORK 
ation. Write for a copy. 


V. A. Vivarttas 
Ward & Bender 
Warren & Wetmore 
Ray S. Wilde 


Boston Chicago Buffalo 
Cleveland Detroit Philadelphia 


SARCO 


Radiator Trap 

















Summer Sales and the “Merion” 
$6, $66 and $90 


You can sell a large 
number of Auto- 
matic heaters at | 
this time of the | 
year if you go after | 
this business with | 
The “Merion.” 

| 

| 











Make every 
replacement a 
“Merion” sale. 


It means increased 
profits for you and 


satisfaction for 
your customers. 























THE HEATER WITH THE LOWEST GAS BILL 


JOHN WOOD MFG. CO. 


CONSHOHOCKEN, PA. 
Los Angeles, Cal. 


Chicago, Ill. 
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| jecting packing seated in said recess, a clamping plate 
| encircling said pipe, a second pipe telescoping said first- 
mentioned pipe and in frictional engagement with said 
packing, a flange projecting outwardly from said coupling 
having a plurality of openings therein, and mean= extend- 
| ing through said openings for maintaining the clamping 
| plate in position. 











"1,626,552. 

1,626,552. Fountain Soldering Iron. Wrignol E. Quil- 
len, Pittsburgh, Pa., assignor of one-third to Frances Spitz, 
Pittsburgh, Pa. In a soldering iron, a head provided with 
a reservoir for reception of molten solder and with an out- 
let duct communicating with said reservoir, the head 
having a neck extending from its upper end and forming 
a continuation of said reservoir, the upper end of said 
neck being countersunk to form a valve seat, a barrel se- 
cured about the neck and provided with an opening adja- 
cent the upper end of the neck and inclined downwardly 
and inwardly of the same, a valve slidable in the barrel 
toward and away from the neck and adapted for seating 
therein, and means for moving said valve into and out of 
operative position. 

* oe * 

1,627,335. Electric Water Heater. Benjamin Midulla, 
New York, N. Y. An apparatus of the character specified, 
comprising a casing having an inlet plug in its upper end, 
and an outlet plug in its lower end; a coil within said 
casing having its ends connected with the inlet and outlet 
plugs respectively; means for heating said coil; means 
for connecting the inlet plug with a source of liquid sup- 
ply; and a percolator detachably connected with the outlet 
plug. 





* * * 

1,627,721. Portable Drain Board. Louis Wolff, Chi- 
cago, Ill., assignor to Crane Co., Chicago. <A_ portable 
drain board for sinks, comprising a body portion adapted 
to receive articles thereon, a portion adapted to fit over a 
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1.627.721. 
sink end edge and having a downwardly projecting flange 
extending at least to the plane of the bottom of the 
board, and a downwardly directed drain edge extending 
at least to the plane of the bottom of the board and 
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adapted to engage the adjacent sink end edge to thereby 
support the board over the sink, said flange and drain 
edge being substantially coextensive downwardly to 
thereby support the drain board as a substantially level 
tray when the same is disposed on a level surface. 


Heating Department 


16,623. Oil Burner. William Wood, Glenrock, Wyo., 
assignor to Perfection Stove Co., Cleveland, Ohio. An 
oil burner comprising fuel feeding means, a main burner, 
a retort for supplying steam to the main burner for mix- 
ture with the fuel flowing therein, a secondary burner 





16.623. 
communicating with the fuel feeding means, and means 
connected to said main burner for automatically varying 
the proportion of the heat of the main burner flame which 


is applied to the retort. 
* * * 


1,628,137. Regulating Device. Jean V. Giesler, Knox- 
ville, Tenn., assignor to The Fulton Co., Knoxville, Tenn. 
In a humidity controlling device, the combination of 
means for regulating the supply of moisture and means 
for operating said regulating means responsive to the wet 
and dry bulb temperatures of the air, said operating 
means including juxtaposed and axially aligned expansible 
and collapsible vessels the interiors of which are annular 
in cross section so as to provide aligned chambers extend- 
ing throughout the length of said vessels. 
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1,627,914, 


1,629,449. 


1,628,137. 


1,627,914. Radiator. Sven Malke, Milwaukee, Wis. 
A radiator formed of sheet metal and including vertical 
fluid chambers and central longitudinal fluid conduits, the 
depth of the fluid chambers being greater than the dis- 
tance between them, a plurality of the adjacent fluid 
chambers positioned on the same side of said fluid con- 
duits being formed from one integral sheet of metal, ad- 
jacent portions of said fluid chambers being secured to- 
gether to prevent lateral and longitudinal spread. 

. a + 

1,629,449. Valve-Operating Device. George Bethune 

Duffield, Detroit, Mich., assignor to Detroit Lubricator Co. 
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PERFORMANCE 


We've been building pumps for the better part 
of 16 years and in all of that time 


Kalamazoo Water Supply Systems 


have enjoyed a remarkable reputation for satis- 
factory service. The reasons for this assured 











satisfaction lies in the fact that Kalamazoos 
are silent, require little or no attention, other 
than an occasional oiling. Write for the full 
details about these water supply systems. 


NATIONAL WATER LIFT COMPANY 
Kalamazoo, Michigan 
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DETROIT FIRE POTS 
Bought Because They’re Better 


HE No. 50, shown below, is a favorite in 

















of Detroit, Mich. A device of the character described 


this famous line of gasoline tools. Built 
to stand hard usage and equipped with the 
new style generator which can be removed 
for cleaning without dismantling the entire 
pot, it can be depend- 

ed upon to give com- 

plete satisfaction under 

the most trying con- 

ditions. 


Lo 


Send for catalog show- 
ing our complete line 
of torches and firepots. 
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Detroit Torch & Manufacturing Company, Detroit, Michigan 


New York Office, B. S. Alder Co. - - 45 Warren St. 
William P. Horn Co. - Rialto Bldg., San Francisco 


C. F’. Gallager . | 5 5 £28 Main St,. Hartford, Conn. 
0. C. Andersen - - 627 Washington Blvd., Chicago 
Grant-Chater Co. - - 415 Metropolitan Bldg., Toronto 
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There Is Nothing Better 
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SIMPLE 


You'll like “Overton” 
Roof Flashings for the 
ease with which you 
can install them and 
you'll like them far 
more for the way they 
“stay put’’ for years. 





Order from your 
jobber! 





BUTLER MANUFACTURING COMPANY 


MINNEAPOLIS, MINNESOTA 








THE 


OTTUMWA PIPE PUSHER 


THIS MACHINE SAVES 
DIGGING UP LAWNS 
AND STREETS. PAYS 
FOR ITSELF ON ONE 
JOB. 







Manufactured by 


H, 6. WILLIAMS & SON 











OTTUMWA, IOWA 








Building 
Friendship 


Comet Radiators are building 
friendship everywhere for 
those handling them. They 
are especially salable at this 
time to summer homes and 
buildings. 


The Comet protected agency 
in your territory may still be 
available—write today. 





Manufactured by 


COMET RADIATOR COMPANY 


2010 MARKET ST. PHILADELPHIA, PA. 




















— | 


No. 22 Coil Fire Pot is extra 
strong and powerful. It is the | 
\ development of forty years of \ 
| experience in making quality 

tools for mechanics’ use. It 

produces a higher degree of heat, 

is strongest possible construc- 

tion and many improved pat- 

ented features add to its effi- 

ciency giving greater service and | 

satisfaction to the user. Job- | 
| bers supply our line at factory | 

prices. 
‘No. 22 Goil Fire Pot Clayton & Lambert Mfg. Co. | 
Ask for Latest Price 6246 Beaubien St. Detroit, Mich. | 
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1,628,140, 
1,628,774. Radiator Cover. Louis A. Guillemet, Flush- 
| 





July 2, 1927 


comprising a valve stem, a cap-piece on said stem and 
having a transverse bore, a handle member seated in said 
bore, and a fastening device extending through said cap- 
piece and engaging said member and stem to secure said 
member to the stem. 

* * * 


1,628,140. Damper Regulator. Jean V. Giesler, Knox- 
ville, Tenn., assignor to The Fulton Co., Knoxville, Tenn. 
A regulator comprising in combination, a frame, a thermo- 
sensitive bulb and an expansible and collapsible bellows 
secured to said frame, a guide tube and guide rod asso- 
ciated with the ends of said bellows, said rod having a 
passage whereby a volatile fluid may be introduced into 
said bulb and bellows, and means actuated by the ex- 


ese 


pansion and contraction of said bellows. 
* 7 a 
Radiator Attachment. 
An air humidifying attachment including, in 


1,628,344. 
Morris, Ill. 
combination, a pair of supporting brackets, a pan resting 
on the supporting brackets for holding a quantity of 
water and a shield disposed over the pan and extending 
under the brackets for holding the pan on the brackets 


Patrick J. Walsh, 

































ya 
1,628,774. 


ing, N. Y. A radiator cover comprising a reticulated 

framework adapted to be placed over a radiator, a hu- 

midifier supported in the top of said framework, a plate 

closing the top of said framework and disposed over said 

humidifier, said plate being apertured above humidifier. 
* * * 


1,628,245. Method of and Apparatus for Welding. 
Percy E. Hunter, Pittsburgh, Pa., assignor to Pittsburgh 
Annealing Box Co., Pittsburgh, Pa. Means for heating 
metal and then quickly subjecting it to formative treat- 
ment consisting of a pressure exert’'ng machine having an 











1,628,245, 


upper fixed anvil and a lower vertically moving co-acting 


| ut ‘ 
\ die, a portable heating furnace, and means for moving 4 


| | metal blank from the furnace to a position between the 


anvil and die whereby it may be raised by the die against 


Secacaiaiaeaaiaadalll | the anvil. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


IRON PIPE NIPPLE MANUFACTURER 
desires salesman calling on plumbing 
trade to handle his products as side 
line. Liberal commission. Address 
Key 879, “Domestic Engineering,” 1900 
Prairie Ave., Chicago, 
WANTED — YOUNG MAN 20-24 IN 
sales office boiler and radiator manu- 
facturers. State experience in reply. 
Address Key 884, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 








CHICAGO MANUFACTURER WANTS 

salesman to travel in middle west. 
Must have fair knowledge of both 
plumbing and heating. State age and 
experience, Address Key 847, “Domestic 


Engineering,” 1900 Prairie Ave., Chi- 
cago. 
A MANUFACTURER OF WATER 


softener equipment offers attractive 
proposition for distributor, Chicago, 
and Illinois and Wisconsin cities. Capi- 
tal not essential. Answer by letter 
only. Reiter Co., Elgin, Ill. 
LARGE BOILER AND RADIATOR 
Manufacturer requires services of 
high-grade and experienced salesmen 
for New England Branch territory. 
Address Key 883, “Domestic Engineer- 
ing,’ 1900 Prairie Ave., Chicago, Ill. 


AND 


A WELL KNOWN PLUMBING 
heating supply house in New York 
desires to engage the services of a 


competent office manager as well as 
office assistants experienced in the line. 
An unusual opportunity for the right 
man. Address Key 880, “Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 


For Sale 
WILL SELL FOR CASH . 
A good plumbing business. The 
only shop in town of 2500. Pros- 
perous Central Florida. This town 
lives up to its name. Address: 
Geo. I. Carpenter, Winter Gar- 
den, Florida. 





FOR SALE—ONE TOLEDO VISE 

mount, tripod and roller support. 
Suitable for 4-inch pipe. Also one set 
of Capitol radiator trucks. Will sell 
at a bargain. Address Key 882, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 





FOR SALE—CHEAP—PLUMBING AND 

heating business well established and 
doing a fine business. Failing health 
reason for selling. Will sell all or just 
the plumbing and_ reserve’ heating 
work, Address Key 878, “Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 








Situations Wanted 


MANUFACTURERS ATTENTION 

Salesman calling on jobbers in Illi- 
nois and Indiana, wants additional line 
on commission from reputable manu- 
facturer. Will open office in Chicago. 
Address Key 881, ‘Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


| 


WANTED—POSITION AS SUPERIN- 

tendent and estimator in plumbing 
and heating shop. Capable of assum- 
ing full charge of the business. Ad- 
dress Key 885, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 





EXPERIENCED OFFICE MANAGER— 

estimator—draftsman, desires posi- 
tion with a reliable Plumbing, Heating 
or Sprinkler Contracting firm. Address 
Key 876, Domestic Engineering, 1900 


Prairie Ave., Chicago. 
Miscellaneous 
ESTIMATING BLANKS, JOB TICKETS, 
time sheets, stationery, ete., for 
plumbers. Samples and prices by re- 
turn mail. Louis Fink & Sons Co., 


School Bldg. Laurel Springs, N. J. Est. 


1896. 
Headquarters for new and used 
pipe machines. We carry at all times, 
all sizes of guaranteed used pipe 
machines from 2 to 12” inclusive. 
New Oster machines always in stock, 
also new dies for all makes. 


THE O’BRIEN MACHINERY COMPANY 
113 North Third St., Philadelphia, Pa, 
Long Distance Telephone: Market 0727 
Cable Address: ‘“‘OBRIEN’’ PHILADELPHIA 


ALBERT L. JACOBS, B.S., L.L.B. 


Registered Patent Attorney 
Former Examiner U.S. Patent Office 


PATENTS, TRADEMARKS, DESIGNS 
Barrister Building, Washington, D.C. 





PLUMBERS’ BIN LABELS 


@ 1i+i 
RED. ELLS 


Send for samples and prices and free booklet 
“How to Simplify the Work in the Plumbing Shop’’ 
and ‘‘How to Equip a Plumbing Shop on Wheels."’ 
Haddon Bin Label Co., Haddon Heights, N. J. 

















The Most Reliable 


PIPE COUPLING BUYERS 
in The Country 


Write us about your surplus 
pipe couplings. 


CAPITOL MFG. & SUPPLY CO. 
550 Nicholas St., Columbus, O. 


Books for Your Trade Library 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4%x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 





~ sameness 


EARL JUDD CORP. 


Sold by leading jobbers everywhere 


| 


| 


| JUDD TOILET SEATS | 
ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 


WRIGLEY BUILDING 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 4%4x6% in, 128 
pages. Cloth. Price, $1.00. 


OVERHEAD EXPENSE AND PER- 
CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct percen- 
tage of profit on any contract. A book 
worth many times its cost. Size, 4%4x% 
srs pages. 24 tables. Cloth. Price, 
1.50. 


PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 


connections to city sewers are not 
available. Size, 5%x9% in. 132 pages. 
Cloth. Price, $1.50. 


SANITARY SEWERAGE OF BUILD- 

INGS. By Thomas S. Ainge. Begin- 
ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soil waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
traps. Sewage disposal for country 
homes is also given full consideration. 
i lia in. 200 pages. Cloth. Price, 


JOHNSON’S HANDY MANUAL IN TWO 

volumes, one on plumbing, one on 
heating. By John W. Johnson. The 
author is a practical plumbing and 
heating man, having spent many years 
in workshops and has _ superintended 
the installation of plumbing and heat- 
ing systems of all descriptions. Twelve 
editions of this popular book have been 
exhausted. The thirteenth is just off 
the press. Size, 4x6%. Cloth. Price, 
$2.00 per volume. 


PRACTICAL STEAM AND HOT WA- 

TER HEATING AND VENTILATING. 
By Alfred G. King.” This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 





CHICAGO 





~ 


DOMESTIC ENGINEERING July 2, 19279 


f i 
S4rr Ot gtez* 


Innovation! 


ale New 


CENTRALFIO 





NOVEL and most inter- 

esting Tub Supply Com- 
bination—typical of Central 
pioneering. 


Withathrough-the-tubsup- 
ply spout is combined a 
CONCEALED overflow, 
greatly enhancing the ap- 
pearance. The simplified 
CENTRALIFT Drain is also 
part of this installation, 
eliminating chain and stop- 
per, as well as back-wall 
panel. Combination 2320 
has control and diverter 
valves, but the usual bath 
and shower valves may be 
furnished if desired. 








Don’t miss seeing the 


CENTRALFLO 
at your wholesaler’s 














Mention Domestic ENGINEERING when writing advertisers. 








